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AIR 
CLEARS 


-Joe Vs. Pentagon- 
Hoover 
letter' 
Tackled 
McCarthy Claims 
FBI Warnings 


, Were Ignored 


WASHINGTON (AP)—An al- 
leged "secret and confiden- 
tial" letter 
from 
J. Edgar 


Hoover, warning of a highly 
dangerous security situation 
at Ft. Monmouth, N. J., touched 
off a new uproar in the Mc- 
Carthy-Pentagon hearings. 


The dispute arose after the 


Army, and the Democrats on the 
Senate Investigations Subcommit- 
tee, blocked a Republican drive to 
cut the televised hearings short 
and maybe wind them up this 
week with Sen. McCarthy (R-Wisi 
as the final witness. 


As the ninth day of the inquiry 


ended. Sen. Dirksen (R-I11) called 
for night and Saturday sessions 
if necessary to speed up the in- 
vestigation. 


McCarthy set off the latest row 


by producing what he described 
as ''one of a series of letters" 
from FBI Director Hoover. Mc- 
Carthy said Hoover had given re- 
peated warnings of what the sen- 
ator termed a "tremendously dan- 
serous" situation involving secur- 
ity risks at the Ft. Montnouih 
radar laboratories. 


Army counsel Joseph N. Welch 


protested it was improper for Mc- 
Carthy to have such a letter- 
labeled "secret and confidential"' 
—in his possession, and declared it 
looked to him as if the senator 
was breaking the law. 


The row over the letter was 


an 
offshoot 
of 
the 
original 


charges which brought on the 
investigation—the claim of Sec- 
retary of the Army Stevens that 
McCarthy and some of his aids 
sought favored Army treatment 
for Pvt. G. David Schine, and 
McCarthy's 
counterclaim that 


the Army tried to use Schine as 
a "hostage" to divert the sena- 
tor from an investigation of al- 
leged Communists in uniform. 
Schine was a member of Mc- 
Carthy's investigating staff be- 
fore he was drafted. 


Coleman Mentioned 


McCarthy brought out the letter 


in cross-examination of Secretary 
of the Army Stevens, after sug- 
gesting that associates of atom 
spy Julius Rosenberg continued to 
do secret work at Ft. Monmouth 


The Pace Slows 


Senator 
Joseph McCarthy 


(R-Wis) covers a yawa dur- 
ing one of the duller moments 
in the public in uiry into his 
differences 
with 
high Army 


officials. (AP Wirephoto.) 
Author, Adlai 
Aid To Speak 
At University 


Wilson Says: 
Non-Troop 
Asian Aid 
Is Limited 


Sending Forces 
To Depend On 


U.S. 
Allies 


By HOWARD HANDLEMAN 


WASHINGTON (INS)— De- 


fense Secretary Charles A. 
Wilson said that the U. S. 
cannot greatly expand its help 
to Indo-China short oi sending 
combat troops—and implied 
that action would hinge on 
participation by other coun- 
tries. 


In a news conference Wilson 


sparred with reporters over the 
probable extension of American 
intervention. In response to a 


"Around the World With Adlai i question of whether it defends 


Stevenson" will be the topic of an i on what other countries do, he 
address at the Student Union ball said: 
room at 11 am. Thursday by Dr. i 
"\Ve a r e 


Walter Johnson, chairman of the! part of an aj. 


EX-PW'S 


Dickenson Given 10-Year 
Term By Court-Martial 
... Virginia Corporal Convicted Of Informing On Buddies 


WASHINGTON (AP)— The 


Dickenson Leaves After Sentencing 


Cpl. Edward S. Dickenson, 


left, runs toward an army car 
in Washington after an Army 
court-martial 
convicted him 


of collaborating Viith the Chi- 
nese Communists while a pris- 


oner of war in Korea. He was 
sentenced to 10 years impris- 
onment with a dishonorable 
discharge. 
An 
unidentified 


military policeman hold? the 
car 
door open. 
(AP 
\Yire- 


photo.) 


long 
took 


after 
office. 


the Army secretary 


A man mentioned by McCarthy 


in this connection was Aaron Cole- 
man. 
Under questioning by Sen- 


ator McClellan (D-Ark), McCarthy 
acknowledged that Coleman has 
sworn he was not a Communist. 
McCarthy has announced he will 
seek perjury action against Cole- 
man. 
who has described himself 


as "anti-Communist in word and 
speech."' 


Stevens said he has suspended 


35 persons at Ft. Monmouth but 


Department 
History at the 
University o 
Chicago. 


Dr. Johnson 


has won recog- 
nition as both 
a historian and ! 
as an author. 


He has writ- 


ten three books 
dealing w i t h 
William 
Allen 


White, 
includ- 


ing the editing 
of Mr. White's 


Or. Johnson 
papers. He also 


prepared a fourth volume of Roose- 
velt and the Russians consisting 
largely of a report on the Yalta 
Conference. 


Johnson was identified in the 


early stages of the 1952 Democratic 
national 
convention in Chicago 


with the preliminary developments 
leading—to -Stevenson's nomination. 


H a n c e. 
We 


1 can't take sole 
r e s p o n - 
sibility for po- 
licing 
t h e 


whole 
world. 


It 
would 
be 


-,'' m i s u n d er- 


stood — a n d 
good 
police- 


m e n d o n ' t 
stay 
popular 


long." 
Wilson 


At one point Wilson suggested 


that newsmen "see if Secretary 
(of State John 
Foster) 
Dulles 


brings some ideas back with 
him" from the Geneva confer- 
ence. 
Less Optimistic 


The 
defense 
secretary 
de- 


clared: "We can't go much fur- 
ther 
without 
sending 
combat 


troops.' 
He accompanied Stevenson on his! jje indicated he is less opti- 
world-girdling tour. 
' 
. 
. 
. 
. 


Man Slashes 
His Throat In 
Doctor's Office 


mistic now than previouslytabout 
eventual 
success 
against 
the 


Communists unless 
the United 


i States intervene?. Asked if 
he 


I thinks the French can win. he 


] said that he "had thought so" 


I and added that he "does not have 


i all the facts." 


Meanwhile, a leading Repub- 


lican 
senator 
conferred 
with j 


President 
Eisenhower and re- 


Legislature Chasing Tail 
On Amendments, Laws 


Williams' LB10 Action Is Delayed 
Until 'Rebuilt' LB4 Is Expedited 


By ARCH DONOVAN 


Star Staff Writer 


The special session of the Legislature put in a full day Tues- 


day during which the senators fumbled around with two bills 
and showed evidence that they have difficulty 
distinguishing 


between constitutional amendments and statutory laws. 


Particularly the thinking of the 42 members present seemed 


at conflict on how to preserve uniformity of taxation on types 
of property that are not uniform. The result was that little, if any, 
progress was made. 


After discussing briefly LB 10, 


the Williams bill to provide dif- 
ferent assessments at state and 
county levels, the Legislature 
voted to hold it over until after 
action has been taken on LB 4. 


Williams offered to withdraw 


the bill or move to kill it if as- 
suied that a committee would 
make a study of its provisions 
and report at the 
He expressed the 


, 


Air Force Tuesday cleared 69 ' 
officers and airmen of wrong-' 
doing while they were prison { 
ers of war, and said none of j 
the 83 whose cases were con- 
sidered by a board of five. 
generals would be required j 
to face a court-martial. 


The 
14 
not 
completely I 


cleared were ordered to show 
cause why they should be 
permitted to remain in the 
service. 


Nine of the 14 and 27 of the 


69 who were cleared allegedly 
made false germ warfare con- 
fessions while they were prison- 
ers. The exact nature of the 
other charges against the men 
was not disclosed. 
In another development Cpl. 


Edward S. Dickenson was con- 
victed and sentenced to 1U years 
hard labor on charges of inform- 
ing on his comrades in a Korean 
prisoner of war camp and cur- 


i rying favor with his Red Chinese 


j captors. 
' 


j 
Subject to Review 


Both the conviction and the 


prison sentence are subject 
to 


automatic consideration 
by an 


Army Review Board, which may 
act in about a month. 


The unprecedented court-mar- 


tial of the 23-year-old farm boy 
from Cracker's Neck, Va., ended 
Iste in the afternoon of its 12th 


! day. Dickenson 
was 
tried 
on 


charges of collaborating with the 
Chinese Communists and inform- 
ing the Reds about the esc;ve 
plans of a buddy, former Pic. 
Edward M. Gaither of Philadel- 
phia. He was convicted on both 
counts — the first time a war 


soldier's blonde bride of four 


j months, Kate, fought down tears 
as she chewed nervously ai her 
fingernails. 


Dickenson Silent 


Dickenson himself said noth- 


ing after the verdict was rend- 
ered but his attorney, Guy Em- 
ery, a retired West Point colonel, 
said he thought the court's deci- 
sion was "a travesty" and that 
"the deck had been stacked." 


Emery said Dickenson "took it 


pretty hard." 


The Air Force found t h a t 


"duress or other 
extenuating 


i circumstances" existed in all 83 
iof its POW cases to such an ex- 
! tent as to absolve the men from 
disciplinary action, but said ac- 
tions of the 14 facing possible 
dismissal had raised a "serious 
question concerning their con- 


j tinued 
usefulness 
in 
the 
Air 


j Force.'' 
The 
men 
were 
not 


! named. 


prisoner had e\ er been so tried \ 
The board of review to which 


and comicted. 
1 Dickenson's case now goes can 


Hollow-eyed 
and 
haggard. , either uphold or reverse the con- 


Dickenson stared gloomily at the , viction, and has power also to 
maroon-carpeted 
floor 
as 
the '• shorten 
the 
10-year sentence, 


verdict was returned after 191- uhich included dishonorable dis- 
hours of deliberation by eight' charge and forfeiture of pay and 
high-ranking army officers. The • allov. ances. 


County Farmland Is Valued 
At 65% Of Wilkins' Appraisal 


KATE DICKENSOX 
. . . held back tears 
£ 
it 
ti- 


next session, 
opinion that 


SCOTTSBLUFF, Neb. ..., ... 
33-year-old Scottsbluff carpen- I ported the gist of their talk was 
ter, Howard Sheldon Harrison, | that U. S. military intervention 
was found dead in a utility closet "might be useful and effective" 
^r _ .,__.,._. 
Ff- 
, _ . . „ . . , . 
j{ ^e pCOpie Of Indo-China want 
it. 


Sen. Ralph 
Flanders 
(R-Vt), 


emphasized 
after talking with 


Mr. Eisenhower that "I was glad 
to hear the President say no 
military operation would be un- 
dertaken alone (in Indo-China) 
unless it had the support of the 
people of the region—unless we 
were fighting for them." 


"Munich" 


Simultaneously Senate Major- 


itv Leader William F, Know- 
land charged that Britain and 


of a doctor's office here Tuesday. 


Investigating officials said he 


died by slashing his throat with 
a pen knife. 


Harrison's body was found in 


a four-by-six 
closet adjoining 


the reception room of the doc- 
tor's office. The body was dis- 
covered by a nurse and t h e 
building owner about 10 a.m. 
a n d 
officials 
estimated 
that 


death had occurred .before mid- 
night Monday. 


County Coroner Hans J. Hol- 


torf said Harrison- left his home 
about Monday night apparently 


Sparkman 
Leading In 
Alabama 


. . . 5 State Primaries 


By The Associated Press . 


he was two years too early for 
such a proposal. 


Sen. Liebers then proposed an { 


amendment to his LB 4 provid- ! 
ing that ''the Legislature may j 
prescribe standards and meth-1 


Woods Park, 
Recreation 
Board Head 


_,. 
_ ,,, j 
-j««+ , nas not oeen aeierrinnea vei i"; 
Thomas C. Woods, pres.dent; urbgn gn(J other propertv Hassi_ 


By VIRGIL FALLOOX 


Lancaster farmland has been 


valued at 65 per cent of the 
Wilkins" appraisal figures and 
Assessor Arthur Davis will begin 
computing 
individual 
property 


\aluations on that basis. 


Determination 
of " a c t u a l 


value" for farmland, based on 
the county-wide reappraisal by 
E. T. Wilkins and Associates was 
announced late Tuesday after- 
| noon by the County's Real Estate 
| Classification 
and Reappraisal 


j Committee. 
I 
Committee Chairman Thomas 


I R. Pansing said actual valuation. 
! based on the Wilkins' 
fibres. 


has not been determined vet f"r 


'! be 


and 
ues." This was approved by a 34 
to 1 vote. 


Provision Stricken 


Stricken from his original pro- 


posal on motion of Sen. Dwight 
Burney and by a vote of 22 to 13 
was a provision that the Legis- 
lature could ''substitute for ad 
valorem taxes other taxes upon 
grain 
and seed 
pioduced 
or 


handled in this state." 


Sen. Liebers pointed out that 


after Jan. 1 each year grain 
prices arc forced down from 7 to 
10 cents per bushel due to own- 
ers of grain pushing it to market 
before tax assessing date. 


He also asserted that tax is 


paid on onlv 4 to 23 per cent of 


Sen. John J. Sparkman was j the 90.000,000 bushels of wheat 


still maintaining roughly an 8.-|grow<i in the state and on only 
000 vote majority over three op- 13. to 23 per cent of the 280,- 


Co., was named chairman 


1 Tuesday 
of 
the 
newly-created 


Park 
a n d 
Recreation 
Board 


which held its 
first 
meeting 


at 
the 
City 


Hall. 


Other 
offi- 


ce r s 
named 


w e r e 
M a x 


Roper, 
v i c e 


chairman: and 
Mrs. R a l p h 
Beechner, sec- 
retary. 


A n 
advis- 


o r y b o a r d 
consisting 
o f 
Mr. Woods 


five members was. approved by 
the group, and will consist of 
the chairman, vice 
chairman, 


secretary, and two sub-chair- 


m the neighborhood of the 65 
per cent figure." 


No comparison totals between 


the Wilkins' figures on farm- 
land, the committee's determina- 
tion of actual valuation, and last 
year's valuation figures were of- 
fered by Pansing. 


He said such figures, as well 


as the committee's reasoning in 
the determination of actual val- 
uation for real property in the 
county, would not be disclosed 
until the committee submits its 
final report to the County Board. 


Because of the ''shortness of 


time." Davis has been given the 
farmland valuation so work can 
begin in the mailing out of the 
60.1)00 reappraisal notices to the 
county's property owners, he 
said. 


(The County Board of Equal- 


isation will begin its session on 
May 17. It is estimated that 10 
to 15 days will be required to 


i process all the reappraisal no- 
tices to be mailed out.) 


Davis said he could not dis- 


close figures against the com- 
mittee's wishes, but that the 
"committee's v a l u a t i o n " for 
farmland based on the Wilkins" 
figures "will probably run about 
the same as last year's valuation 
total." 


Pansing said the committee 


would meet again "later this 
week'' and that a final report 
would then be prepared. 


"Actual value" for properties 


CCC Corn 
In Nebraska 
Moving Fast 


The movement of government 


corn 
from 
Commodity Credit 


Corporation binsites in Nebraska 
is taking on landslide momen- 


i turn. 
v 


Jim 
Lemley. price support 


program officer at the state Ag- 
riculture Stabilization and Con- 
s e r v a t i o n office, announced, 
..^^u, .„„.. 
.„» ^x-..^. 


Tuesday that a total of 1.050,000 \ determined by committee v ill be 
bushels were 
CCC bins for 


taken from 
sale in the 


the cut in half for the assessed value 
last under the state's 50 oer cent of 


men each working individually [week alone. This was only the j actual value assessment law. 
with problems connected with [second week of sale under the) 
Members of the countv reap- 


Harrison 
his station wagon on a city park- Munich" with 


lot a short distance from the i on Indo-China. 


Knowland warned 


_ 


France apparcntlv are ready to i torial nomination 


Then McCarthy produced the 


S^dSS it" herr°emhcHgo0tVC,t:, doctor's office leaving the keys 


to denv it came from the,in Jt- 
, 
jjlcs 
" 
j 
Sheriff 
Steve 
\varnck said 


Harrison had pried t h e door 
molding loose and jimmied the 
lock to gain entrance to t h e 
building. 


Far E a s t e r n 
the Communists 


ponents early Wednesday in the, UOO.OOO bushels of corn. He con- 
count for the Democratic sena- 


The date 


that the 


Red Chinese demand for with- 
drawal of all foreign troops and 
bases from the Orient means 
"Asia for ihe Communists." 


The report by Flanders was 


the most striking of a new scries 
of statements that indicated the 
, Eisenhower 
administration 
is 


1 giving renewed thought of direct 


lIStevcre'iiartaowl^g^orihis'Boy, II, Uninjured After .^i***™? singlchandcd intcr- 
1o^or 
venlion now that efforts to ar- 
Jt 
'r «"--* «"-" c 
T 
] range "united action" have suf- 


fered a setback. 


of the letter was 


given both as Jan. 26. 1951 and 
Oct. 26. 1951, but the discrep- 
ancv was not cleared up. Stev- 
ens became 
Secretary of the 


Armv in February, 


in 
1.113 
of 
•>. 


-3.641 agains 


for Rep. Laurie C. "Battle: S -^27 
for Rear Adm John Crommclin. 
retired: and 1.450 for William 
C. Irby. Jacksonville lawyer. 


1953. 


He is survived by his wife and 


two sons. 


McCarthy demanded to know i 


Couldn't Recall It 


Stevens, handling the paper as 


pncerlv as if it were radioactive. 
said he couldn't recall it and. 
•what's more, wouldn't even read 
it without Hoover's permission 


15-Foot Fall From Tree 


Eleven-year-old 
Jimmy Hay- 


ward of 1018 So. 33rd. fell 15 feet j 
from a tree crotch at 1002 So. I 
33rd Tuesday nicht. but he was • 
apparently uninjured. 
Ke was | 


Ray H. Jenkins, special conn-(hcl(J ovcr"ni2h1 al Brvan Mrmo- 
srl to the invcsticators. declared ' r-^ Hospila! for obsrrvat:on 


rlimbini: 
drovn 


•when a roll en 


Legislative 
Calendar 


Tuesday, Mar 4. NMnth Day 
*"o-iMTtl ft ."y 
31 n 
Scnl T.!* 2 lo C-ISTOV.:TK:IJ for firal Trad- 


in surrounding states. 


Burney contended it-was class 


legislation 
and 
Liebers res- 


ponded 
thats 
the 
committee" 
A clear majority was needed af m was a --fair taxation pro- 


of the top gram for Nebraska." 


Plan Relief 


Sen. Terry Carpenter said ho 


special 


ha\e had to close down tempo- 


to avoid a run-off 
two on June 1. 


In Ohio, where the only nt -.cr 


top contest of national interest 


the to-be-built city auditorium. 


Mavor Clark Jearv told the 
, 
, 
... .. 
board" objections had been noted r.snl> \° «« caught up wun me 
bv the railroads in connection oemand. In the week a^er nex, 
with the citv spending money for ^ aaded. the movement irorr 
recreation, including such ."terns lhe Dlns snould reach the - mil-, 
,jv the Oldtimcrs 


Paxton OK's Bond 


t 
r?rom. issue By 6 Votes 
rt 
- 1 
* 


Dance srouo. i:on 
mark. 
provided I 


willingness to subpoena Hoover 
p<; a witness iJ the subcommittee • 
wanted him 1o. 
Finally it was decided to <11 


cct a statement from Hoover as 
to whether he wrote the letter, 
and whether it could be made 
public, and (21 sec whether there ; 
is a copy in the Pentagon files. 
The Army lawyer promised to| 
turn the Fcntapon upside down' 
to find such a letter Tuesday | 
nipht. 
CWA Strike 
Vote Planned 


Members of the Comrrmr.-ra- 


tions Workers of America -ri.on 
here will lake a strike vole \Vtd- 
nc?da>- and Thursday in conncc- I ?»\£, 
linn with wage negotiations w-th 


Sharp Estate Value $467,000; 
Final Hearing Set For Saturday 


Final report hcarinc m the cs-,Junction. Colo.: ViEva Messer, 


1,itc of Mrs. Lila E. Sharp, -widow ' Wcnatchee. Wash.: Marie Adams, 


W. E. Sharp builder of lhe . Lmc B(?ach Ca]if 
and w Mack. 


was fousht out at the polls in 
five state primaries. Rcp. George 
H. Bender appeared to have won 
his bid for the Republican «cna- 
torial nomination to succeed the 
late Sen. Robert A. Taft. 


Bender had a lead of more 


than 37.000 over William S->:»be. 
Ohio House speaker, with nnr 
than half the polling places ic- 
portinc. 


Odham Support 


JTI 
F l o r i d a , 
nrt.nn 
(-ov. 


Charley E. Johns and stat^ f.rn. 
LcRoy Oxlin? were forced int« 
a run-off May 25 for D.-no- 


tnc special session 


was called to plan relief from 
high real estate taxes. He intro- 
duced an amendment to permit 
a 
different 
method of taxing 


real 
estate 
from 
the present 


"actual value" 
provision. 
His 


motion lost by an 11 to 23 vote. 


He then ."ou-ht to remove 1'ic 


"uniformity" provision ;n th" 
Constitution s:in lost by a j3 to 
24 -vote. 


Sen. 
Arthur ("armody 
*hrn 


m<Vi cd to rT'v.'-idT th" C;i:- 
pcnter amendment <~>:i real <\-t.i"° 
and pointed out th.V it v. o-.ild 


bushel 


The mavor said he thought the weather permits sufficient haul- 
problem" had been 
sufficiently ins. The i.050.000 bushel figure 


mot on the point of whether <>r 
not the citv's charter allowed for 


corn on res w ; 


such exccnditurcs. 


for last week 
about 718.000 bushels 
first week of saie. 


t h 
.he 


Two Noted Historians Jo Speak 
At Falls City Centennial Meet 


to stirir^ 
<:<; the jf-inl 


r""Ctins Sunday 31 K,ill? Citv of 
"h" Kar.53? ar.d Nei^raska state 
h:?'orica] «ii i":iev will be two 
of the n.it.o;i"s bc."-t known "T.?- 


Sharp Building, has been set 
Saturday morning in Lancaster 
County Court. 


.Ia1" 3.<- valued nl 
• 


and 
c cut or Bryan 


, jndrcc v'astinc. Hastmes. Neb. 


Th- 
ronlcstcd th" will and court juris- 
89 , ^ ^ 
Wr3v<.d thc sujn ,„ com]d. 


{•ration of their dismissal of a Dis- 
Inct Court appeal 
and admit- 
. 
a 
45, 
tonce of the Sharp will to probate. 
5r. legatees unrirr the, , 
a * 
, , 
rl. Sharo. who died Dec, 
^ assessment of the lax. the 


ar« Si ' Paul Method:*t court exempted the sum of $11,000 


„. Cornhusker Council of P3^ to their attorpc-y from the 


nvs Scouts of America. Peoples', seltlemenl. >jaM Towle of 


•eii 


1952 


liv" herr. 
the" strike vote 
had been coma 
week? and tne 
Mav i:. 


T*~t- un OTJ :. 


o-h^r 
thine?. 


said in 
.tv of 


..jlvalJon Army, and >cri^ 
Nebraska Founda-1 ant^. 


tr,e will contcrt- 


al Tjcgotjalions 


on for over two 
contract cvtiirc^ 


•n; 


tion. 


The «=1ate"s rf<idue is to be <.^il 


•"ne -nays, amons ih*1 ilvf organ- 
-,rat:or<. exrepl for a <pec;f;c be- 
q ;A<:^ f f SLVOfifi marir 1o th" YMC-X. 


Irt the final accoiinlanf;. cash re- 


^d a? $42.3.>8.7g \ntii 


SI 2.037 W. 


nomination 


promptly »\on the y:-r>- 


port of the third and losing <xn- 
didate. Brailey Onham. 
Eariy returns 
from 
Indiana 


showed incumbent U. S. House 
members having opposition were 
running ahead. 


for gnvc^TT. '"3VC opportun:ty to consider pro- 


duclir-n value and other factnr= 
besides sales but :t failed by s 
39 to 21 vote. 


The session adjourned in con- 


siderable confusion after adoptinc 
an amendment by Sen. Herbert 
D;:is giving the Lecislattiro au- 


lorem taxes other ta\^s r»?r i:r.:t 
o' m^a^wrement as defined hv th^ 


They 


dran o 
.irts ar 
Mtv of 


are Dr. Roy F. Nichols. 
tne .Graduate ^cho^•l of 


The major light :n the Hoosicr j 


state, thouch. was between the 
GOP forres of Gov. Genrco X. ' 
Craig and those of U. S. Sens. 
Homer E. Capehart and "William 
E. Jenner for control of the Re- 
publican state organization. Th;s "''''^, 
.^ 
. . ^. 
i,*™- 
- t 
tfiiJ*lt. t ^^ 
1m j »' 
tot.' 1 .^. 
\3t JJ" j • 
revolved about the ejection of 4.- a],v ]t .vaj. ^^..j,^^ :r, ^31 „ .y,e 
341 precinct cornmitteemen and; Crnstitution "-.vide opm and -Aith 
a hkc number of vjcc-committec-1 OU| rcstnctioav " 


j 
Start Anew- 


New Mexico, where an tin-' 
Suggestions were marie by some 


After 
I>R.--MT:C t^^ ^TTTiendrn^nt. 


members Carted to CTi^ider ju<-t 
what it mean:; and came tin with 


. 


";cience> at the Ursiver- 
Pennsylvania, and Dr 


Robert Taft. University of Kan- 
sas profe^or of chcmi^trv 


Dr. T;ift. though a chemist by 


pr^ie^.-ior;. ha.« achivifd a wide 
reputation a? an historian, '.'f the 
\\\>t. ,<r,d particun.arlv the rho- 
tocT-apr-y of the 
"«V ••;,:. H:« rcrent 
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PAXTON. Neb. C?—Paxton vot- 


ers unofficially approved by a 
six \ote marsin Tuesday a pro- 
posed S425.000 bond issue for a 
new Paxton-Sarton school, and. 
by a one vote margin indicated 


j they wanted the school buii: in 
the west section of Paxton. 


j 
The vote on the bond issue was 


! 252 for and 1S6 against with nine 
; absentee votes to be counted 
The proposal reeded a 55 per 
cent rnargtr. wh:ch would ha\e 
beer. 24<i of the votes counted. 


j The vote on the site—one on the 


str.e a~d the other on the 
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— Dien Bien Phu's Defenses Shrink — 
New Strongpoint Is 
Lost; Crisis Mounts 


French Position Grimmer As Reds 
Die By Scores In Capturing Post 


B> LARRV ALLEN 


HANOI, Jndn-Cbina '-'?' — Scrc;uning Violinmh troops captuicd 


•another important stionfipoint Tuesday in an an attack on shrink- 
In c Dicn Bien Phu's \M-MPIII defenses, then beat off a determined 
French effoi t to retake the position. 


It was our of the grimmer 
" 
" 
" 
~ 
" " 
hours of nearly two months of|«"d pait of a fifth. Tuesdays 
incessant attacks on the French c-nplujo 
bioiiRht the besieger!. 


union fortress 
h> 
the besieg- ever nca.cr the heart of the 


norths e-t 
whose barbed w.rc and tiench 
inc- Red-led rebels 
n o r s e- 
Indo-Chma 
fortiess 


Since 
Saturdas 
nijiht 
the whose barbed w.rc and tiench 


,ebeh; in human' wave" attacks , system. . mte. ocked 
and 
laced 


have captured four Mroncpomt«.« l l h n"nc*' has becn st°adl]y 


- 
___ 
___ 
____ 
— 
I i-ut in area 


" 
..." 
Woman, 


Cut Into Two S 


II N now divided into two ma- 


JOI 
sec1 ions: The main center 
i 
i 
i 
Hurt In Colorado,! ^ 
In/Fair' Condition 


A Lincoln v.oman vas in fan 


condition Tuesday night follow- 
ing injuries receued when the 
car in which she. her aunt and 
daughter \\ere nding plunged 
into a *ullv near Sterling, Colo., i iharplv reducing its firepower. 
The strongpomt taken Tues- 


Lommandcd 
directly by 
Brig 


Christian de Castries and 


the .southern outpost strongpomt 
"Isabcllc" whose artillery fire 
is ttill a major protection for 
the cenlr.il bcisliun. It was at Is- 
abelle that some of the outlying 
emplacements were seized over 
the 
week end, but 
without 


ever the weekend. 


Mrs. Elda Atkins. 27. 3610 C is dav v. as off the western edge of 


reported bv the Associated Pi ess the mam bastion. Isabelle, while 
to be suffering from a broken | cut off from direct commumca- 
back. numerous cuts, abrasions! tion, evidently is still a tough 
aoout the face and head and 
i nut for the rebels. Instead of 


shock in a Sterling hospital. 
i taking sheltet 
under its pro- 


Her daughter. Janice, 5. was 


icported m good condition. The 
aunt, Mis Cora Jose, 65, of Loma 
Linda, Calif, suffeied skull and 
jaw fractures and was moved to 
R Denver hospital tor special 
treatment. 


The high\\a> patrol said Mrs. 


Atkins lost contiol of the car 
and missed a budge approach 
The auto careened into a guJly. 


Mrs. Atkins suffeied two fiac- 


tured vertabrae, cuts and bruises 


tecting fne, it launched its own 
attack against Vietminh during 
the day and smashed a trench 
svstcm. 
" The rebels, who had slackened 
their assault Sunday night after 
regrouping and refreshing their 
troops from the pounding they 
had been taking, launched an at- 
tack on Dien Bien Phu's west- 
ern, perimeter from newlv won 
positions at 2 a.m. 


Racing over the muddy battle- 


Janice Kay was onh shaken up field which had been lashed by 
m the accident, but wandered I tropical 
rains, 
the 
Vietminh 


'Lights On' Workers On Duty 


Fireman Tom Simmons takes 


calls during the Cancer Fund 
"Lights On" campaign Tuesday 
night, as Julian S. Lyons, Lan- 
caster Couaty Drive chairman, 
and Don P. 
Harrington, Sr., 


"Lights On" chairman, watch. 
After the night's work. Lyons 
and Harrington issued a joint 
statement thanking Lincoln and 


Lancaster County people for 
their "generous support" dur- 
ing the drive. The two also 
piaised business firms and vol- 
unteer workers who "worked 
so diligently m the collection of 
funds." Anyone missed by a 
campaign 
solicitor may con- 


tact any Lincoln fire station to 
arrange for a donation. (Star 
Photo.) 


News Around Jhe Globe 


into a nearby field in a state of 
shock. She was found about 30 
minutes later in a howling snow 
storm, and was treated for ex- 
posure. 


human tidal waves, \\hich out- 
numbered the French union de- 
fenders 10 to 1, threw them- 
selves against the barbed wire 
barricades. 


Auditorium Expert's Part-Time 
Aid During Building Possible 


The possibility of Washington's 


auditorium e x p e r t . Benjamin 
Moore, being hired for consulta- 
tion part time during the con- 
struction 
of Lincoln's building 


was brought out Tuesday at City 
Hall. 


Moore, who is getting a fee of 


S125 
a day for two days" consul- 


tation here, met again with mem- 
bers of the Citizen's Auditorium 
Advisory Committee- 


It appeared that both members 


of the council and the special 
committee were in favor of rec- 
ommendations made by Moore 
on the utility-type building he 
helped supervise both at Syra- 
cuse, N.Y., and Spokane where 
he is being employed as general 
manager. This type of building 


•'he said, would be suited both to 


sporting events and appearances 
of such organizations as sym- 
phonic orchestras. 


Monday it was brought out that 


•while the auditorium will be in 
open competition to such plants 
as the State Fair Grounds, plans 
could be worked out that would 
be in agreement to all parties. 
This was in specific relation to 
ice shows. 


Ed Schultz. secretary of the 


Fair Board, said facilities for ice 
skating and ice shows would be 
incorporated in the new coliseum 
still in the planning stage for the 
Fair Grounds. 


The considerations for a new 


type of utility building would 
mean the junking of the first 
plans drawn up for the city's au- 
ditorium. The new building would 
have a general arena with a large 
stage, at one end and would, ac- 
coiding to. local thinking, seat 
around 8.000 people. 


A new type building also would 


mean the employment of an ar- 
chitectural firm, which the Coun- 
! cil said it did not at the time 
.have under direct consideration. 
There, would also be involved the 
hiring of a general manager, or 
consultant, \\ho would advise on 
the construction of the building 
in addition to the construction 
engineer. 


The former job was mentioned 


in connection with Moore, who 
said the plan might work out if 
it could be handled along with 
his obligations with the Spokane 
auditorium which still is under 
construction. 


Korea Vote Asked 


GENEVA (INS*) —The United 


States and its Allies urged South 
Korea Tuesday to accept a com- 
promise plan 
for 
Korea-wide 


elections under United Nations 
supervision. 


The Geneva 
confGrence 
ad- 


journed until Fiiday to permit 
private talks in an effort to break 
the Korean unification deadlock 
Dulles In U.S. 


WASHINGTON 
f<P) — Secretary 


of State Dulles returned by plane 
from Europe Tuesday night to 
report to President Eisenhower 
.and congressional leaders on his 
so-far-unsuccessful drive to get 
united action to stem Commu- 
nism in southeast Asia. 


Back from the Asiatic peace 


talks 
at 
Geneva. Switzerland, 


Dulles told newsmen these con- 
ferences with the Reds "are de- 
veloping just about as expected." 
Cabinet At Stake 


PARIS Wl—Premier Joseph Lan- 


iel decided Tuesday night to stake 
the life oi his cabinet on a vote 
to set May 14 as a date for Na- 
tional Assembly debate on the In- 
do-China War. 


This raised the prospect that the 


French 
go\ernment 
might 
fall 


while negotiations were under way 
in Geneva to bring peace to Indo- 
China. 


'Reverse7 Seen 


GENEVA (INS)—-French For- 


eign Minister Georges Bidault 
was reported Tuesday night to 
have told a group of French jour- 
nalists he still believes in the 
"possibility" of American mili- 
tary aid to "reverse" the unfa- 
vorable 
military 
situation in 


Indo-Chma. 


Bidault also was said to have 


expressed the belief that there is 
a leasonable chance that Brig 
Gen 
Christian de Castries can 


hold beleaguered Dien Bien Phu. 
French fortress which has been 
under 
Vietminh 
siege 
assault 


since March 13. 


Pac/cec/-House En/oys Rise 
Stevens In Symphony Finale 


By 11UT1I AllDIS 


Kise Stevens, famous mci/.o 


soprano, climaxed this 
year's 


Lincoln Symphony concert series 
b e 1 o r e a standms-room-orily 
audience Tuesday night. A fa- 
vorite of opera and concert lov- 
ers lor 15 years, she brings a 
thrill to each new audience with 
her 
beautiful 
voice combined 


with her acting ability and stage 
personality, and that note of ex- 
citement was evident in the 
crowd at the Stuart Theater. 
State Hospital 
Bus Route 
Change OK'd 


Changes in city busline service 


affecting the South 10th St. and 
State Hospital routes have been 
granted on a trial basis. 


The State Railway Commission 


gi anted the change after request 
for such action from the City 
Lines. At the same time, how- 
ever, the commission ordered 
service restored on the Normal 
loop. Request for the Hospital 
line change was made on the 
claim that the run was losing 
too much money. 


The commission stated that the 


line will run from 10th and O 
St, south to F. west to 9th, 
south to South, east to 10th, and 
south to Van Dom before return- 
ing downtown. This removes a 
former jog to 6th St. The hospi- 
tal bus will now be run as an 
extension of this line. 


The commission last year al- 


lowed the company to discon- 
tinue service over the Normal 
loop on grounds that the roads 
were too poor there. Residents, 
s e e k i n g reinstatement of the 
service, claim, that roads have 
since been improved. 


The Huskerville line change 


includes a revision of schedules 
and stops at Capitol Beach The 
bus will now leave Lincoln on 
runs beginning at 12 noon until 
1T30 pm. on Sunda3rs and holi- 
days. 


The varied program had been 


planned to appeal to every type 
ot listener. Although Miss Ste- 
vens is definitely at her best in 
portraying operatic roles, her 
rendition of the spiritual "Wete 
You There?" was outstanding. 


The second group consisted ol 


German licdcr by four outstand- 
ing composers of the song-form 
Here again, Miss Stevens' ex- 
pression and her actions created 
the atmosphere and delineated 
the character of the piece. "Elf- 
cnlicd" by Hugo Wolf was par- 
ticularly charming. 


Folk songs and contemporary 


works in a lighter vein were pre- 
sented before the selections from 
"Carmen" which highlighted the 
program. A n y concert would 
seem incomplete to Miss Stevens' 
fans without some excerpts from 
this, her most famous operatic 
role. 


Her encores included two well- 


known favorites, "My Heart at 
Thy Sweet Voice" from "Samson 
and Delilah" and "Songs My 
Mother Taught Me" by Dvorak. 


The accompaniments by James 


Shomale were sympathetic- He 
also played a group of piano 
solos, including the favorite 
"Clair de Lune." 


So great is the popularity of 


Rise Stevens that several hun- 
dred people were unable to ob- 
tain tickets because ot the com- 
plete sellout. As the after-toncert 
chatter indicated, she not or.lv 
sounded b e a u t i f u l , but stir 
looked that way too. She \vas 
gowned in an exquisite blue and 
white satin creation whic'i in- 
deed was worthy of her title cl- 
one 
of 
the 
10 best-dressed 


women in the United States. 
L E. Biggs Files Petition 
Of Voluntary Bankruptcy 


Lloyd E. Biggs of Malcolm, 


auto mechanic, has filed in Fed- 
eral Court a petition an volun- 
tary bankruptcy listing liabih- 
ties as S11.07143 in unsecured 
claims. 


Liabilities include a S10.000 


Lancaster District Couit judg- 
ment awarded Clarence E. Spath 
of Malcolm in a negligence suit. 


Phony 'FBI Lieutenant' Douses Mem 
With Hot Tar At 'Efficiency 5' Center 


OMAHA (JF>—A young man pos- 


ing as 
an "FBI lieutenant" 


tossed a bucket of tar onto an- 
other man in front of the north- 
side "Efficiency Five" political 
headquarters here. 


The "Efficiency Five" are five 


City Council candidates including 
four incumbents. 


Doused with hot tar was Ernie 


Hill, 47. He declined medical 
aid. 


Commissioner John Rosenblatt, 


Baby-Sitter 
Case 'Lie' 
Tests To Start 


LA CROSSE, Wis. Ml—Mass lie 


detector tests involving perhaps 
several thousand male students 
and 
teachers 
will 
start 
here 


Thursday in an effort to uncover 
new evidence 
in 
the missing 


baby-sitter case. 


The La Crosse Board of Educa- 


tion 
ga-ve permission Monday 


night to a request by Dist. Atty. 
John Bosshard for co-operation 
in the tests to be given on a vol- 
untary basis in the hopes of find- 
ing 
clues in the disappearance 


last October of 15-year-old Eve- 
lyn Hartley. 


a member of the political slate, 
called reporters to deny that 
Hill had any connection with his 
group. 


Alfred Parker of the National 


Roofing Co. said that a few min- 
utes 
before 
the incident, the 


young man appioachcd a tar- 
mclter located in an alley a short 
distance from the headquarters. 


"He asked me what would hap- 


pen if a man had the tar thrown 
on him," Parker said. "I said 
thaty it would burn him." 


Parker said a moment later 


when his back was turned the 
joung man grabbed a bucket of 
the hot tar. 


Detectives said workers at the 


campaign headquarters reported 
that the man came in and asked 
if it were a Communist place 
and started a disturbance. 


He left when asked to do so, 


but immediately returned and in- 
vited Hill outside. 
When 
Hill 


went with him, the man tossed 
the tar at him. 


Detectives Tuesday were seek- 


ing the young man involved. 


ARTHRITIS? 


Try Sulphur-Vapor Baths 


and Mastagt 


2-3.97T 
1025 C St. 


• a.m. to 12 «. 1 P m. »n <:3» 


E\ minus b.T appointment. 


HORMONES 


can make skin look 
Young Again 


Charles Tout Rites 
Will Be Thursday 


Graveside services for Charles R. 


Tout Jr.. 52. Branson. Mo., will be 
at 2 p.m. Thursday at the Panama 
(Neb. 
i Cemetery, Dr. Frank Court 


officiating. 


Mr. Tout died at Branson. Born 


in Bennet. Neb., he was a World 
War II veteran. 


Surviving arc his mother. Mrs. 


Anna Tout of Branson: brothers. 
Verne of Lincoln and Warren of 
Los Angeles: a sister. Mrs. War- 
ren Myers of Grand Island, and 
an aunt, Mrs. Arthur Yates of 
Lincoln. 


"No more 
floor washing? 


Never' That's why Bruce Cleaning Wax keeps 


• bard%vood floors sparkling bright in half the 


time. Just pour on Bruce and even the 
most stubborn dirt wipes away. Bruce 
Cleaning^Wax gets floors really clean 
as you wax—in one easy operation. 
Leaves an extra-rich coat of 
gleaming wax protection that 
lasts through months of wear. 


for linoleum, use Bruce floor 
Cleaner for easy cleon.-as-you-u.ax 
results. Leaics just the right 
amount of long-u.ca.ring u,ax. 


. . . easiest floor care, ever 


guaranteed o/ me worta s largest maker of horawood floonu 


See results overnight 


Many women's skin gets wrinkled, 
dry, creepy and so transparent pur- 
plish veins show through because 
three things happen: 1. Female 
organs stop producing enough hor- 
mones. 2. Natural lubricating oil 
glands slow down. 3. Skin cells arc 
unable to hold refreshing moisture. 
Hormelin, first inexpensive hor- 
mone cream containing 30,000 units 
natural female hormones plus 6% 
restorative lanolin and rich natural 
oils, counteracts all three failures 
of nature. Can make skin smooth, 
dim out wrinkles and lines, fade 
age-spots and shadows—and bring 
joung, fresh color and texture to 
complexion. 
So get your S2 trial 


of the big 2-ounce Jar today. If jou 
uant to fade or dim wrinkles, have 
jounger-looking. m o r e 
exciting 


skin, start using Hormelin now. 


Tollclncs . . . Street Floor 


HORMELIN 


HOKMiLIN, a good buy on fh» 
hormon* marker. 
A product 


whose potency (10,000 I.U. pmf 
oi.) if abtotuttly guarantied 
by Ih* manufacturer. 3-ovnto 
Jar, '3.00. Ixt«/I«n» »••/¥•. 


Shipping charges added on out-of-toicn deliverie*. 


GIGANTI 


We Have Purchased the Warehouse and Floor Stock of a Large 
Appliance Store! All Brand New Merchandise! Sensational Values! 


Here Are Just A Few Of The Many Wonderful Buys We Have To Offer. Come And See Our 


Full Display. The Low Prices Will Amaze You. 


SAVE UP TO 


REFRIGERATORS,. 


AIR CONDITIONERS 


GAS STOVES 


REO. 
NOW 


$299.95 $189.95 


199.95 149.95 
169.95 
98.95 


REG. 


21" TV ................................ 199.95 149.95 


FREEZERS ,rmKm 
469.95 299.95 


VACUUM CLEANERS ........ 99.95 
49.95 


SALE TUESDAY Thru SATURDAY 


OPEN 9 AM to 10 PM 


EVERYTHING WILL BE SOLD ON A FIRST COME FIRST SERVED BASIS 


All Merchandise Is 


• 
Nationally Advertised 


FREE GIFT TO EVERYONE! 


DRIVE IN APPLIANCES 


and Fully Guaranteed 
3-2315 
Corner of 27th & South Sts. 
3-2315 . 


Reds Admit Holding Correspondent Dixon 
Mother Makes New Appeal 


By KINGSBURY SMITH 


GENEVA 
(INS)—A Chinese 


Communist spokesman admitted 
officially for the first time that 
the Pcipmg regime-is holding In- 
ternational News Service corre- 
spondent Donald Dixon, who was 
seized in March, 1953, off the 
China coast. 


Huang Hua, the counsellor of 


the Chinese Peoples' Republic 
delegation to the Geneva talks, 
said Dixon was being "detained" 
for having violated the law of the 
Chinese Communist government 


The 27-year-old newsman was 


seized aboard a yacht off Hong 
Kong along with Richard Apple- 
gate, a National Broadcasting 
Co. correspondent, and Merchant 
Marine Capt. Ben Krasner of 
Brooklyn, N.Y. 


Up until Tuesday no official 


statement had been given on the 
fate of the three men who were 
taken behind the Iron Curtain 
nearly 14 months ago. 


Under Investigation 


I spoke at considerable length 


with Hua during a reception for 
the foreign press given by the 
Soviet Union. I asked first if he 
could give any information, con 
cerning Dixon. 


Hua replied Dixon was being 


held for having violated the law 
of the Peoples Republic of China. 
He refused to state the nature of 
the violation, asserting the case 
was under investigation. 


I expressed doubt that Dixon. 


•who was on a vacation cruise 
when he was taken prisoner 
would knowingly violate the law 
and emphasized the objective na- 
ture of his journalistic work for 
Internationa] News Service 


I also pointed out his parents. 


Dr. and Mrs. A. M. Ditchik of 
New York, were 
deeply dis- 


tressed at the lack of news on 
his whereabouts. 


I asked whether there wa^ a 


possibility 
anything 
could 
be 


done to obtain his release. 


. Humanitarian 


Hua replied, "I am not unhope- 


ADVERTISEMENT 


: Perfume That Clings 


Q.—Dear Penny: 1 adore per- 


rume, but for some reason or 
other its fragrance lust does not 
last on me. I have told several 
ot my friends that I want a new 
perfume, but first I must find 
out about a lasting one.—Mrs 
A. W. 
A.—A particularly good idea 


for women who claim that per- 
fume does not "stay with them'' 
is a L i o u i d Skin Sachet. It 
smooths on the skin very easily 
and lingers longer because of its 
sachet base. It has a slower rate 
of diffusion and evaporation than 
any other type of fragrance and 
was originated 
by Houbigant. 


Try their Chantilly Liquid Skin 
Sachet. Only $1.85 plus tax at 
better stores. 


ful," when I reiterated his par- 
ents' anxiety. 


The counsellor said if Dixon's 


mother and father wanted the 
Korean war correspondent re- 
leased on humanitarian grounds 
they could write to him in care of 
the delegation of the Peoples Re- 
public of China in Geneva. 


Mrs. Ditchik Writes 
NEW YORK (INS)—Mrs 
A. 


M. Ditchik, mother of Interna- 
tional News Service correspond- 
ent Donald Dixon, sent an air 
mail 
registered letter 
to the 


counsellor of the Chinese Com- 
munist government at the Ge- 
neva conference Tuesday in a 
new effort to obtain her son's re- 
lease from Red captivity. 


A mother's love for a son dic- 


tated the latest of many mes- 
sages Mrs. Ditchick has sent in 
her efforts again to be united 
with her eldest child. 


Mrs. Ditchick in her letter to 


Hua earnestly asked Donald's re- 
lease "in the name of humanity." 
Equalization Board 
Votes To Assess 
Accessories At 4% 


The State Board of Equalization 


voted Tuesday to assess motor 
vehicle accessories next year at 
four per cent of the total value 
of the vehicle. 


The settlement on the four per 


cent figure involves an amend- 
ment from a previous seven per 
cent figure. The change was made 
after protests were received from 
various 
motor 
vehicle 
dealer 


groups and trucking firms. 


State Tax Commissioner George 


Peterson said that the assess- 
ment will apply only to new 
models. The board met Tuesday 
with 
attorneys for 
interested 


vehicle 
gioups. 
The original 


guide for 1955 assessments was 
set in March. Since then, 11 
groups have entered protests. 
Dr. Ganzel RFtes 
Are Held In Ohio 


Services for Dr Arnold Walter 


Ganzel, Cincinnati, O , a former 
Otoe County resident, were held 
in Cincinnati 


Born at Otoe, he had attended 


schools there and also attended 
Nebraska Wesleyan University. 


An ear, eye, nose ancf throat 


doctor, he practiced in Cincinnati 
after his graduation 
from the 


University of Cincinnati. 


Surviving 
arc his 
brothers, 


Chester and Lloyd, both of Ne- 
braska 
City, and 
Dewey of 


Lyons, N.J., and sisters, Mrs. 
Clyde J. Skinner of Boulder, 
Colo , Mrs. E\a Hackman of San 
Jose, Calif., Mrs. Ray Polster of 
St. Louis, Mo., and Mrs. Otto 
Hackman of Lincoln. 


Banking Group Elects Board 


;The Lincoln Chapter of the 
baugh of the National Bank of 


American Institute ot Banking 
elected 
(left to right) Earl 


Johnson of the First National 
Bank- Robert Koudele, new 
president of the A.I.B. (in- 
stalled, not elected); Jess Car- 


Commerce and Dons Curtis of 
the Continental National Bank, 
seated. The three elected will 
become the new board of gov- 
ernors of the chapter. 
(Star 


Photo.) 
* 


Three Named To Board Of Governors 
By Lincoln Banking Institute Chapter 


Here In Lincoln 


Scheele 
to S p e a k — Elmer 


Schuelu, chief deputy Lancaster 
County attorney, will discuss the 
problems of law enforcement in 
the county at the Thursday noon 
meeting at the Continental Cafe 
of the Knife and Fork Club. 


Roper & Sons Mortuary.—Adv. 
•Hodgman-Splam Mort.—Adv 
NU 
Summer 
Sessions — The 


four summer sessions 
will be 


held at the University June 9 to 
July 30, June 9 to July 16, June 9 
to July 2, and the post season 
from July 31 to Aug. 18. The 
dates were announced by Dr. 
Frank Sorenson, director of the 
sessions. 


Roberts Mortuary.—Adv. 
Wadlow's Mortuary.—Adv. 
Rosewell's planted greens —Ad 
See Dr. Cousins for dentures. 


Your plate Dentist. 1319 O.—Adv. 


Hinman Bros. Phone 2-4275 for 


Roofing, Siding and Paint.—Adv. 


Get cash fast for things you 


no longer use. Start a Journal 
Star Want Ad now to find buy- 
ers quickly at low cost. Just 30c 
a day puts a 10 word ad to work 
for 
you thru 
Sunday. 
Phone 


2-3331 or 2-1234 for a courteous 
ad writer. —Adv 


Need cash? See "Money 
10 Loan" In 
rour Journal & Star Want 
Ads 
Firms 


there offer J20 to 11,000. 


The Lincoln Chapter of the 


American Institute of Banking 
elected three members to the 
Board of Governors of the group 
Tuesday evening at the Corn- 
husker Hotel. 


They are Jess Carbaugh of the 


National Bank 
of Commerce, 


Doris Curtis of the Continental 
National Bank and Earl Johnson 
of the First National Bank. 


Associate Prof. Richard Bourne 


of the University of Nebraska 
economics department told the 
group of 150 preceding the elec- 
tion 
that 
the 
McCarthy-Army 


hearings and newspaper 
head- 


lines show only one kind of loy- 
alty. 


There is a loyalty of employees, 


he said, that comes from the feel- 
ing they belong to an organiza- 
tion. 


"Egotism of the boss." Bourne 


said, "can lose the loyalty of 
those around him as much as 
anything." 


Other causes of loss of loyalty 


to the boss, he cited, were bore- 
dom, lack of interest in fellow 
employees by the leaders in the 
group, and uncertainty as to the 


Q. E. Robbins Dies 
Quinton E. Robbins, 58, 1436 


Plum, died here Tuesday. Surviv- 
ing is his wife, Gertrude. 


Remember 


Mom... 


position 
zation. 


one has with an organi- 


ADVERTISEMENT 


Eye Troubles 


If eye trouble continually persists, don't 
wait! Consult your eye doctor. To tooth* 
ordinary tired, irritated, burning tytt, 
bathe them with LAVOFTIK Eye Lotion. 
2 >ears success. Praised bv thousands. 
Money refunded 
If not delighted 
Get 


LAVoPTIK Eje Lotion today. (Eye-cup 
ncluded.) At all druggists. 


THE WINNER 


\*p are plea**rd to announce thr Din- 
ner of our biff ADMIRAL Contest fe 


ELEANOR BAILEY 


6902 Lexington 


W r arc virry to ha\e postponed th* 
annnimermrnt of 
thl« \\lnner 
until 


tuda\. h(we\rr the larco number of 
contestants made It nrcp«ar}. 
— Save Dollars at Kollars —— 


APPLIANCE 
COMPANY 


2-2744 
(COLLARS 
1541 O 


Stevenson Won't Go 
C H I C A G O (INS) — Adlai 


Stevenson cancelled plans to at- 
tend a $100-a-plate Jefferson- 
Jackson Day Democratic dinner 
in Washington Thursday at doc- 
tors' advice. 


I 
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Toots Boost Safety 


MIDLAND, Mich. (/}')—Tcen- 


ngeis are ofl on a tooc—specif- 
ically "two toots for safety." A 
higli school club and a citizens' 


traffic safety committee Initiated 
the drive. Its object .is to get 
the motoring public to toot their 
horns at drivers they observe 
breaking traffic regulations. 


Come In and Drive a Bargain! 


r 


6-(W 
• i 


SIDLES PONTIAC CADILLAC CO. 


1328 P St. 
» 
2-7677 


'-a 


\ 


THIS MOTHER'S DAY 
Say if with 


Flowers-By-Wire 


On Mother's Day. as always. F.T.D. Florists guar- 
antee dclivcrv-. Even last-minulc remembrances get 
there telegraph-last! Simply stop in or phone your 
F" T. D. Florist — the shop with SPCEDY and the 
famous MERCURY EMBLT.M. 


Costs So Little! You pay only for the flowers you 
select, plus telegraph charges. 


FLORISTS- TELEGRAPH DELIVERY ASSOCIATION 


This revolutionary new gasoline advancement 


delivers MAXIMUM POWER yet 


actually CUTS ENGINE WEAR! 


TOP OCTANE 
ief NOW 


SUPER-CHARGED with PETROX 


THESE ARE THE FACTS proved in more than a million 
miles of testing: New top octane Sky Chief is Super-Charged 
•with PETROX—an exclusive petroleum-base element devel- 
oped by Texaco engineers—to give you ... 


1. MAXIMUM POWER yet less engine wear. Greater pro- 
tection against wear, glazing and harmful deposits-for 
valves, valve guides and valve seats, pistons and piston rings. 
Ring wear on test cars reduced up to 45'c . 
life and efficiency prolonged over 


plug 


2. A CLEANER, SMOOTHER ENGINE. Intake sys'em 
deposits cut as much as GS^c. Cleanliness like this assures 
smoother, knock-free performance. 


3. MEASURED ECONOMY. This new kind of gasoline 
keeps your engine younger . . . because it delivers maximum 
power, yet actually cuts engine wear! Result: lower repair 
bills . . , and real extra gasoline mileage you can measure. 


4. CLIMATE -CONTROL. Here's a plus-value that this 
great gasoline gives you ! New Sky Chief is the only premium 
gasoline 100^ Clirtwic-Contrrthd in all 43 states— specially 
blended for top performance in each one of the 25 weather 
areas of the U.S.A.. as established by Texaco engineers. 


HeodquoT!«T»: Delfoil, 


DAWELSON 


FLORAL CO. 


1306 N 
840 No. 48 


2-7602 
6 -2385 


ROSEWELL 
FLORAL CO, 


133 So. 13 


2-7108 


KRAMER 


GREEN HOUSES 


10th & Von Dorn 


3-6444 


THE FLOWER SHOP 


3705 Soulh Si. 
4-5454 


EICHE FLOWERS 


210 So. 13 
24384 


Fill up today at your Texaco Dealer, th* bfs' irif-mi y<r»r 
hn$ crcr had . . . and keep your tank tilled with new tnp 
octane Sky Chief. You'll enjoy a new responsiveness - quicker 
starts and warm-ups, faster getaways, a knock-free 
surge you've never known before! 


TEXACO DEALERS in all 48 states )r. 


4§ 
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Mostest For The Least 


Star Staffer Roy Campbell, temporarily 


filling In for Bill Dobicr, now on vacation, 
came back to the office with word that Ben- 
jamin 
Moore, 
auditorium 
specialist 
from 


Spokane, made sense in his discussion of Lin- 
coln's proposed auditorium. 


Moore was talking as a hard-headed busi- 


nessman with a background of experience in 
the field of auditorium uses. Although there 
have been no official disclosures in connection 
with his visit, it is understood that Mr. lUooic 
looks with favor upon an arena as a part of 
auditorium facilities. 
The multiple-purpose 


theater and arena providing a maximum 
seating capacit> of upwards of 6,500, as dis- 
tinguished froTi the small capacity theater, 
lend themselves much more effectively to the 
presentation of road shows and other at- 
tractions. 
With adequate seating capacity, 


admission prices could be scaled downward, 
it was pointed out. 


With Moore's views on record, and with all 


the other studies that have preceded them, 
it would appear that the city of Lincoln will 
be in a position to move ahead with full 
knowledge of its needs based upon present- 
day experience. And action is the important 
element at this time after all of these years of 
delay. 11 the auditorium is to be built, work 
should get under way in 1954. 


There is good common sense in- the atten- 


tion being given to operating the auditorium 
development on a financially sound 
basis. 


What we want is the most useful plan at the 
minimum expense, particularly with an eye 
upon continuing usefulness and financially 
successful operation in the years ahead. 


Uncertain Partnership 


A friend ouslate was in the office Tues- 


day to report feverish efforts to expand wa- 
tershed organization in order to qualify for 
developments hoped for under the provisions 
of the Hope-Aiken bill. 


The bill has passed the House with vir- 


tually no opposition. It seems bogged down 
in the Senate where greater attention is being 
centered upon some of its provisions. 


Meanwhile the pilot test program is moving 


ahead, slowly, in the judgment of some; sat- 
isfactorily to others. 


While the disappointment of districts in- 


terested in getting going is understandable, 
•_he fact remains that budget limitations un- 
tter the present administration impose delay 
in providing more federal money. 


The Hope bill deserves careful study. There 


tould be no criticism of soil conservation 
sractices as such—the argument arises only 
#hen zealous and over-enthusiastic spokes- 
men for SCS undertake to present the pro- 
gram as a cure-all to prevent Hooding on the 


Of 


Only One Of Those 


Things 


By J. E. LAWRENCE 


How much is American prestige abroad be- 


ing- damaged (a) by the seeming' confusion of 
U.S. policy in Indo-China; and (b) by the 
McCarthy-Army "whodunit"? 


* 
* ' 
The answer to (b) is not difficult. Meas- 


ured on the basis of damage to American 
prestige here at home, the outcome of the 
hearings in the quarrel between Sen. Mc- 
Carthy and the Army must be considerable. 
Thus far the performance has been so silly, 


so useless, and in the 
eyes of a great many 
homespun 
Americans, 


so 
completely 
disil- 


lusioning. The regret- 


table thing is that, having turned it on, there 
seems to be no clearcut way of turning it 
off without Sen. McCarthy's emerging trium- 
phant in this joust with the military. And 
the latter give no indication of retreating. In 
between what appears to be an unneces- 
sarily long-drawn-out 
proceeding 
marked 


with interminable exchanges between coun- 
sel the public is fed up. A portion of it has 
reached the conclusion that there is nothing 
to be gained by continuing the proceedings 
and the whole matter should be dropped. In 
that event, the administration can conclude 
that Sen. McCarthy will be a continuing ir- 
ritant for some time to come if he chooses to 
pursue his past practices. Shakespeare once 
-wrote a play, "Much Ado About Nothing." 
That hardly fits the original developments 
which led up to the present farce. Back of 
all of it is the administration's understand- 
able desire for harmony in the-ranks, when 
any realistic appraisal must have led to the 
simple realization that there was no basis for 
harmony. 


* 
Sen. Knowland's contribution to discussion 


of Indo-China only tosses additional fuel on 
the flames- . As majority leader in the Senate, 
entrusted in a general sense with carrying out 
the President's program in the upper branch 
of Congress, what Sen. Knowland had to say 
about leading the Senate fight to send Amer- 
ican troops to Indo-China in the event the 
President decides it is necessary, may be the 
expression only of his own views but never- 
theless, occupying the post which he does, 
many people will assume he speaks for the 
administration. 


Full, open discussion is a welcome part of 


the American way of reaching decision but 
obviously American policy towards Indo- 
China has been confused because too many 
people are talking. 
One day the President 


himself seeks to soften the anxieties and 


uorne? over the possi- 
bility of military inter- 
vention ;n Indo-China. 
The next day some ol 


clohc to him 


Too Many People 


Talking 


put their fibers an and talk in directly the 
opposite spirit. 
Know land's position on the 


Far East is -.vt" knuv.n. He consistently has 
riMsttd upon sn-atcr Jirmr.css in the Orient. 
No-.v, v.-hd'---.er his Mews rr.ay be arc en- 
titled io luii express-lot. :u<t a sobering sense 
of responsibility niv>\ «' .^1 lin-.- 5 be attached 
to them. Ch-irrl jll ;n his oppOMiicn to mili- 
tary intervention in Inrlt-China must know 
the temper cf h-v "AM i*-«v!c. 
And it has 


been Churchill prr-namy .-.h-> hnr t-ecn coun- 
seling the course c-i nv>dcr<ili' n in recent 
week;-. For the *ime be.ix except when cir- 
curnstanctf force nini to sj-eak out, the Presi- 
dent soti.jj content. ID let others do the talk- 
ing. li*rice in-.s c-'nfu.< jn -.vhicn must puzzle 
millions abroad even as it r.o&s millions htre 
at home, who s]o-.\1y sie romin:; to the con- 
clusion lhat forc:-n r^hc^ i? a mailer of 
day-by-da:> development ;o-;ri T.OI any lone. 
cr.roiu]3v thought out juo^ram 


* 
People will arsrie endlessly over what is 


called a "strong" President and otic who 
holds the reins much more loosely. A strons 
President is never a popular one- Tradition- 
ally he has bis devoted followers and bis un- 
compromising enemies. Much of the time the 
burdens, crushing a* they are. do not provide 
the man who occupies the White House with 
the loxory of following the so-called "middle- 
of-the-road" policy. There arc too many de- 
cisions from which there is no escape to per- 
mit of it. 


small tributaries upstream. That remains to 
be established over a period of time. 
The 


dispatches did not make it clear recently 
whether a torrential lO'^-inch rain in the 
Washita Basin in Oklahoma resulted in flood- 
ing in areas where the soil conservation pro- 
gram had been completed, although flooding 
along a 40-mile stretch of the stream did take 
place. 
That is perhaps not the most im- 


portant consideration. Earlier that section of 
Oklahoma had suffered a most destructive 
drought, with the result that Washita was 
appealing to the Bureau of Reclamation- to 
provide two huge storage dams to furnish 
water for domestic supply for seven com- 
munities, and irrigation for 26,000 irrigable 
acres. The one field still suggesting the need 
for extensive research involves the building 
of underground water supplies. 


Until there is more evidence on that point, 


coupled with, additional experience in the 
matter of flood control, Congress, it would 
seem, will be well advised to give additional 
study to the Hope bill. 


Go A Little Slowly 
Amtorg is Communist Russia's official buy- 


ing and selling agency. Prior to 1939 it dealt 
in the United States buying machine tools, 
farm machinery and heavy industrials. 
After 


lease-lend came into being the bulk of Rus- 
sia's demands which were for war were chan- 
neled through American military aid and 
Amtorg dropped out of the picture. 
Since 


the war the strain between the two coun- 
tries has prevented Amtorg's reappearance. 
But now it is active again. Its representatives 
are making inquiries regarding prices and 
terms should the United States decide to re- 
sume trade with the Reds. 


Not even Russia's satellites can do business 


on fair terms with Russia. Austria is trying 
to collect $10 million which its patron nation 
won't pay. Poland had such a bad experi- 
ence with Russian controlled money that it 
tried to trade in American dollars and got 
squelched. Recently non-satellite Egypt tried 
to steal a march on the West and bought 
kerosene from the Reds. It got fuel oil in- 
stead and sustained a thumping loss. 


In the light of experience plus the real 


struggle for survival between. capitalism and 
Communism it is surprising that American 
business even replies to the approaches of 
Amtorg. Capitalist enterprises properly should 
show a zeal for business, but should it become 
a hunger that forgets great issues and past 
skinnings then it has gone too far for'the 
welfare of the system and nation and should 
be curbed. 
The least that can be said is 


that it is disturbing to learn that while 
diplomats are trying to win a few points for 
the West at Paris, western business men are 
sitting cozy with Amtorg in the side rooms. 


Underrated 


On the presumption that all cities will have 


a two-hour warning of an atomic attack, the 
chief of the nation's Transportation Defense 
Administration has decreed that everyone 
shall walk through the suburbs and out into 
the open country- at five miles an hour. The 
administrator should be reminded that this 
is an athletic country. If he wants to have 
company on his tour to the open fields when 
the time comes, he'd better raise that speed 
limit at least 40 miles an hour. 


At The Source 


Colorado and southwestern stales are tak- 


ing steps to recover from last winter's drought 
and dust storms. They want to save what- 
ever lopsoil is left, perhaps get a little back 
where it came from. It is all right to make 
local applications but some think the trouble 
didn't start out in the Southwest. They think 
if Congress would stop its continual hearings, 
the wind would go down and so would soil 
erosion. 


The Ruskies Slipped 


The Russians who have lately taken a 


copyright on all of the world's inventions 
have slipped. Lately tht-y proudly announced 
another first—a tandem bicycle. By sonic 
mistake in history. Americans were tool- 
ins; around on bicycV^ built fo- two at th^ 
turn of the century. We suecesl r.<; a way out 
of this embarrassment Russia iuit sit down 
aiH imt-nt the 20th century. That will aioid 
.ill of these little mi\-ups. 
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DREW PEARSON 
AS OTHERS SEE IT 


McCarthy Friends Try 
To Wash Oaf Hearings 


Colonial Intervention 


WASHINGTON — B u s i e s t 


backstage huddler in the effort 
to call it quits on the McCarthy- 
Army hearings has been GOP 
Sen Everett Dirksen ot Illinois, 
close friend of McCarthy. He has 
talked with Len Hall, GOP na- 
tional chairman; Vice President 
Nixon, also friendly to McCar- 
thy; 
and to assistant president 


Sherman Adams. 


Chairman Hall is especially 


anxious to put a quietus on the 
McCarthy probe. He has booked 
the rambunctious senator from 
Wisconsin for three months of 
political speeches prior to the 
elections—despite Ike's 
disap- 


proval of Joe—so he 
doesn't 


want Joe's political value de- 
preciated. 


At this writing, Sen. Karl 


Mundt, acting chairman of the 
McCarthy subcommittee, is the 
only one who's come up with a 
way out. He proposes announc- 
ing that he will have to preside 
over an Appropriations Subcom- 
mittee beginning T h u r s d a y ; 
therefore, the McCarthy hearings 
will have to be suspended for a 
few days. 


Then, if public reaction is not 


too critical, the hearings will 
either not reconvene at all or 
else convene intermittently, after 
w h i c h a compromise 
report 


would be written two or three 
months hence when people have 
forgotten. 


Whether Democratic commit- 


tee members will stand for this 
Republican face-saver 
remains 


to be seen. 


BEHIND THE SEAWAY 


Most interesting feature of the 


St. Lawrence Seaway Bill, be- 
ing voted on in the House of 
Representatives 
today, is 
the 


backstage reason why. after 25 
years of haggling, it is on the 
verge of being passed. The reas- 
ons are twofold: 


1. Two of the President's most 


potent friends, one of them in 
the cabinet, want it passed. They 
want it passed because they rep- 
resent Big Steel, and because the 
iron ore of the future must come 
from Labrador, not Minnesota. 


2. The present St. Lawrence 


Seaway is not the real seaway 
proposed by Herbert Hoover by 
which ocean-going vessels could 
steam all the way to Duluth. The 
current seaway bill will take 
ocean-going vessels only to Lake 
Erie, which will take care of the 
Labrador ore needed by Buffalo, 
Cleveland and Youngstown. Go- 
ing farther west than Lake Erie 
does not interest the steel com- 
panies, since their plants are 
largely in the Ohio-Pennsylvania 
area. 


*- 
-Z 
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IKE'S CLOSE FRIENDS 


The record of lobbying fees 


filed in Congress tells part of 
the backstage St. Lawrence Sea- 
way battle. 
The private 
con- 


fessions of certain congressmen 
tell the rest. 


In 
brief, 
Secretary 
of 
the 


Treasury George 
Humphrey, 


most potent adviser to the Presi- 
dent; and James Black, one of 
Ike's closest friends, put the Sea- 
way across. 


Black gets over SljDO,000 a year 


to act as Washington represen- 
tative of Republic Steel, partly 
because he has access to the 


White House at almost any hour 
of the day or night. 


Secretary 
of 
the 
Treasury 


Humphrey, head of the 
giant 


Hanna Holding Company, also 
head of National Steel, Hollinger 
Steel and closely associated with 
Wheeling Steel, is credited with 
being the first to foresee that 
Minnesota's once rich ore de- 
posits were running out and that 
American Steel must import from 
Labrador. 
So his 
companies 


bought tremendous deposits in 
Labrador, along with Republic 
Steel, Armco and Youngstown 
Sheet and Tube. 


For many years also, Humph- 


rey dominated the Great Lakes' 
ore boats plying between Lake 
Erie and Lake Superior. But now 
with ore soon to come from Lab- 
rador, he needs to reverse this 
traffic and send his boats up the 
St. Lawrence River, and thence 
to Lake Erie by the proposed new 
St. Lawrence Seaway. 


That is why the lobbying rec- 


ords on file with Congress show 
that Humphrey's Hanna com- 
pany, along with five steel groups, 
paidJ525,000 in lobbying fees dur- 
ing tne first three months of this 
year alone. It's also why they 
have paid out 5200,000 to lobby- 
ists since 1949. 


*• -. " 
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PROBE OF HUMPHREY? 
It's also why some of the lower 


Mississippi and New England op- 
ponents of the seaway are talking 
about 
a 
probe 
of 
Secretary 


Humphrey on the ground that he 
did not sell his stock in t h e 
Hanna Company before entering 
the government. 


Actually the Wiley-Dondero bill 


now before the House was vir- 
tually written by Humphrey's at- 
torney, Ed Schorr, former Repub- 
lican state chairman for Ohio. 
Between Humphrey, Schorr and 
Black, terrific political pressure 
was put on Ohio congressmen 
to change their position and vote 
for the seaway. 


GOP Congressman Harry Mc- 


Gregor of West Lafayette, O.. for 
instance, has always been de- 
pended on by the railroads and 
anti-seaway interests to bottle up 
the Seaway bill in the public 
works committee, of which he 
is a high-ranking member. 


* * •£ 


LIGHTNING SHIFT 


But this year, McGregor told 


Republican colleagues that Jim 
Black had warned that if he did 
not switch, he would defeat him 
for reelection. So, apologetically, 
McGregor told his anti-Seaway 
friends: "I've got to get the heat 
off me." 


He also went around to every 


Repubican on the Pubic Works 
Committee and said in effect: 


"As you know. I've long led 


the opposition, but now, I think 
we have a compromise that is 
satisfactory." 


On top of this, GOP congress- 


man Clarence Brown, also a sea- 
way opponent, told Republican 
colleages in brief: "These fellows 
are our friends. They were heavy 
contributors to the campaign. I 
can't say that I'm really for the 
Seaway, but at least we should 
get it out on the House floor for 
full debate." 


(Copyright. 1954, By Bell Syndicate) 


MARQUIS CHILDS 
No Western Unify On 
Fate Of Indo-China 


BY CARRIER IX LINCOLN 
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GENEVA—If the West has 


agreed upon a common position 
from which to face the Commu- 
nist challenge at this conference, 
it is not discoverable. The divi- 
sions and distractions are all too 
painfully evident. 


Sccretarv Dulles worked man- 


fully during the past two weeks 
to put together an emergency- 
Asian pact that he hoped would 
provide temporary cement for 
the disintegrating situation 
in 


Indo-China. holding the West to 
a common objective. 


But with this an impossibility 


it appears, as Dulles prepares to 
leave for Washington, that the 
only alternative is to accept the 
best bargain the French can 
make with the Communists to 
end the Indo-Chinese warfare. 
Eisenhower's press 
conference 


statement on an arrangement 
with the Communists in South- 
cast Asia ended the last chance 
for the kind of intervention 
Dulles proposed a week ago. 


The surprise of the Eisenhower 


remarks served 
U> accentuate 


Dulles" lonely position at Gcnvea. 
American dclecates have been 
conscious that what was trans- 
pirinc 
here 
has hccn 
over- 


shadowed by the concentration 
hack home on the 
McCarthy 


hcarincs. Without a continuity 
of interest and at least some sup- 
port, even a man dedicated to his 
task as DuHes is must feel a 
sense of futility- 


It was the State Department 


thnt first felt tho full force of 
McCarihyism. and one con*e- 
qucnce has 
V-cen Ihc serious 


weak-crime of Iho foreicn service 
and. therefore, the major source 
of information on v,hich foroien 
rcolicy i? bafori. It can hardly 
have'Jailed to occur to Amcracan 
r>.vhcy-jn<-jker< her*' that the 1o?s 
of Irido-China c«ul'} touch off a 
r>i>liliral brtTraeo and a ser:ts of 
public cassation* such as fol- 
low rd the loss of China to the 
Communist.1. 


In this connection il is note 


worthy lhai the American ex- 
perts who know most about China 
and uho imeht have provided 
\ahir.b~c backcrround \nowYd£c 
at the Geneva ror.forer.ro have 
cither boon fired with congres- 
sional charges of pro-Comnvonisrr. 
or even treason. Or if 'hey were 
more fortunate they have boon 
exiled to 
safe. mean.TiC 
non 


polit^al, posts. 


If McCartbjism has detracted 


America, other distractions beset 
our allies. In a short time Aus- 
tralia is to have an election, and 
no one wants to rock the boat, 
particularly since the Soviets con- 
veniently furnished the Petrov 
case as a campaign issue for the 
Menzies government. The Aus- 
tralians have followed a cautious 
line, but at least Foreign Min- 
ister Casey, alone among the 
Western delegates, has made a 
speech of the Korean issue. 


AVithin the American delegation 


it is a source of deep resent- 
ment that not a single European 
delegate has come forward to 
speak. The reason, of course, is 
that the delegates do not sup- 
port America's all-out position be- 
hind South Korea and they -do 
not, at least in the beginning 
phases, want to accentuate their 
differences. Nevertheless, feeling 
among Americans is strong. 


While British Foreign Secretary- 


Eden operates under r 
long- 


standing Churchillian injunction 
to go just as far as possible to get 
along with America, he must con- 
stantly bear in mind two things. 
One as the division of public opin- 
ion in Britain, where not only in 
the Labor parly but also among 
Conservatives there is a deep 
dread of involvement in an Asian 
war which would become a third 
world conflict. 


Second. Eden must never forget 


the obligation to try lo hold the 
commonwealth 
together. 
Thai 


means the British must consider 
the sensibilities of Xchru in India 
and his insistence on both a line 
and a role in Asia that America 
cannot acccpt- 


v- 
-> 
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As for France, the distractions 


and divisions arc so numerous 
they can scarcely he catalogued. 
The wonder is that Foreign Min- 
ister Bidault. a tense high-strung 
individual, stands up as well as 
he does. His trouhles with the 
French Asscmhly arc like those 
of Dulles with Congress. 


Fortunately, the Communists 


also have their troubles and their 
conflicts, which get aired in spite 
of the iron censorship behind the 
curtain" The Pclrov case has 
been a eodsend to ihe West. 11 
has once again c\-po$ed the un- 
rca^mg 
conspiracy 
isndcrlying 


Soviet totalitarianism. Bui this 
is an old slory and a new version 
scarcely compensate? for 
1he 


division and uncertainly, the lack 
of unity, prevailing among those 
•who ipfak for the West, 


By V. F. Sioijcalt, Inc.) 


Editor's Note: Rep. Usher L. 


Burdick of North Dakota i a n 
justify American aid to T'orea to 
protect the freedom of sovereign 
South Korea. But Indo-China is 
a French colony. What guarantee 
of freedom would it h a v e in 
American intervention" Is it ail 
American 
principle 
to 
defend 


free nations or to help --overeign 
nations hold their possessions? 
He raises those questions in re- 
cent remarks before Congress. 


* 
Mr. Speaker, while we should 


not have interfered in the Korean 
War without a declaration of war 
by Congress, there was some 
semblance of justice in our move. 
We sought to 
p r o t e c t 
the people of 
South 
Korea 


w h o 
h a d 


struggled 
for 


freedom 
and 


were 
threat- 


e n e d w i t h 
loss of what- 
ever they had 
won 
in this 


b a t t l e C o r 
freedom. 


In the Indo-Usher L. Burdick 


China situation, however, there 
is no justification, legal or moral, 
for entering that co_ntest. 


To enter a conflict where the 


people are struggling for inde- 
pendence from a colonial system 
that has kept them from gaining 
independence and liberty, a n d 
which has held their natural re- 
sources open for colonial exploi- 
tation, is no part of our business. 


Does anyone contend th t the 


people of Indo-China have not the 
right to gain their independence? 
Suppose that doctrine had been 
directed against us in the upris- 
ing against the British in 1776. 
What would we have thought if 
some great power had stepped 
in against us? What would we 
have thought if by the influence 
of such a power we had lost the 
War for Independence? 


"fr 
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I have been led to believe that 


all our intervention and embroil- 
ment in foreign countries was be- 


THE PEOPLE 
SPEAK 


Editor's Note: Be brief. Limit 


letters to 200 words or less. Let- 
ters signed by m pen name or 
initials must be accompanied by 
writer's name and address. Let- 
ters represent only contributor'* 
view. 
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4- 
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Gavins Point 


Osmond, Neb. 


To the editor of The Lincoln 


Star: 
There's a verbal battle 


going on, even in some instances 
a legal battle. It concerns the 
amount of land the Corps of 
Army Engineers through the De- 
partment of the Interior will 
take for operational and recrea- 
tional purposes on the shoreline 
of Gavins Point reservoir on the 
Missouri River roughly between 
Yankton and Niobraxa. 


Public discussions and private 


have been held of paramount 
interest on the one hand to the 
farmers 
who now own such 


lands, and on the other to the 
vast 
thousands 
of recreation 


enthus'asts 
who will use and 


whose children and grandchil- 
dren yet unborn will use the lake 
and its shores. 


The 
landowners i individually 


and through an attorney they 
have employed decry principally 
the price being offered for the 
lands involved. The Corps of 
Engineers is powerless to do 
other (offer higher prices) than 
it is doing. Herein results the 
inevitable controversy. 


Laws governing the taking of 


private land by condemnation or 
other methods state that only the 
nhysical value of such land may 
be offered and paid. That is not 
enough, nor is it fair. 
Land 


from which a farmer makes a 
living for his family, like busi- 
ness from which a businessman 
makes a living, has a value over 
and above its physical worth. It 
is this value that its not acknowl- 
edged by law. The land owners 
involved have gotten some relief 
in the courts. When they refused 
the offerings of the government, 
which they did in many cases, 
the 
courts 
granted 
increases 


ranging from 11 to more than 
100 per cent- The average boost 
was some 43 per cent 
That 


seems to indicate that public 
sympathy is with the unwilling 
seller. 
We can find no fault with the 


landowner for believing he is 
entitled to more than the physical 
value of his land. By the same 
token, we can find no fault with 
the Corps of Engineers through its 
appraisal division 
in offerins 


onlv the physical value and 
thereby complying with the law. 


In all fairncs. it seems there 


js but one solution lo this great 
problem. Chansc the law 


EUGENE yi. LIEWEK 
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-fr 
•£• 


Thank You 


Lincoln. Neb. 


To th" editor of The Lincoln 


Star: Spcakinc for Ihc Nebraska 
Welfare Association. I wish lo 
express 
appreciation 
for 
the 


news coverage given Ihc recent 
conference. The interesting ar- 
ticle? prior lo the conference and 
the coverage at the conference 
did much to insure its success. 
W. STAN"LEY GOOD 


EDGAR A. GUEST 
—Poet Of The People— 


•£• * -i 


THE PtTT-OFF LETTER 


rhc letter which to write I meant 
A single three-cent stamp had 


sent, 


Bat now. too late 


Would be that simple cheery line 
Because that {rood old friend of 


mine 


No more eould wait. 


That letter which you mean t« 


send. 


Sit down today and *e< it penned; 


No longer wait. 


Don't let the precious "now" jr» 


Tomorrow, yon may learn, as I, 


May be too late. 


ing done in the interest of the 
free world. Will we be contribut- 
ing to a free world if we send 
our troops to Indo-China tc fight 
against those who are t h e r e 
struggling for freedom? 


Our intervention in the Indo- 


China war is just what the Com- 
munists want. It will be a dem- 
onstration that the United Stales, 
while proclaiming: that our ef- 
forts are being directed to aid a 
free world, as a matter of fact 
is doing just the opposite—fight- 
ing against the people who are 
struggling for liberty. 


This gives t h e Communist 


world an opportunity to prove 
just what they have been saying 
right along — that the United 
States is an imperialistic gov- 
ernment, and not much con- 
cerned with liberty. 


•fr t$ -to 


If we have the power Lo inter- 


fere in a country where the in- 
habitants are struggling against 
a colonial dictatorship, we have 
the power to speak up and tell 
the Government of France to 
give liberty to the people if Indo- 
China and get out of that coun- 
try and stay out. Roosevelt took 
this same course against the 
British 
Empire 
w h e n 
India 


gained her freedom, and are we 
less virile today than we were 
in Roosevelt's day? 


Are we still running a govern- 


ment based on life, liberty and 
the pursuit of happiness, or have 
we deserted our great principles 
and gone over to the imperialists 
of the earth? 


If the colonial empires with 


their heads in Europe "rould get 
out of foreign nations and let th« 
people there determine their own 
government, peace in this world 
might be brought about. What 
right did England have to per- 
petuate her colonial empire m 
India and exploit the natural 
> 


sources of that great -->untry? 
What right has France to per- 
petuate her colonial cmp'- • in 
Indo-China? The answer is—no 
right, except the power to do it. 


£ 
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We seem so scared that Com- 


munism will spread. Well, it cer- 
tainly will if we try to bolster 
up decaying colonial empires. In 
justice to the loyal American 
people who believe in their in- 
stitutions and traditions 
f free- 


dom, this Government ought to 
direct the power of this great 
nation against the forces deny- 
ing freedom, and in support of 
the cause of freedom that has in 
1GO years made this the strongest 
government on earth. 


We should associate with no 


government that denies freedom 
to its own people; we should as- 
sociate' with no goyernrr.en-' that 
insists on maintaining r colonial 
empire, where the people, by 
reason of force, are denied the 
same great principles that are 
the cornerstone of our own de- 
velopment—life, liberty and the 
happiness of the people. 


I say to the Administration, 


"Go slow on any inclination to 
enter the Indo-China war." 


DORIS FLEESON 
Stevens Learns The 
Ropes The Hard Way 


WASHINGTON—Sen. McClellan 


of Arkansas, ranking Democrat 
on the McCarthy subcommittee, 
went home last week end to mend 
some election fences and found 
out that the Republican family 
fight was taking care of them 
nicely. 


He is telling his colleagues that 


he never got a better reception, 
with even the newspapers that 
are normally against him giving 
him helpful advertising. McClel- 
lan, of course, fears sno Repub- 
lican, but he is being challenged 
in the Democratic primary by a 
vigorous former governor, Sid 
McMath, and had not been too 
happy about it. 


The senator now feels he has 


plenty of time to devote to the 
question of who lied as between 
the Army and McCarthy. He says 
he is not fixing to close the show 
until he finds out. And it is highly 
improbable that his fellow sena- 
tors, even including McCarthy, 
would care to try to make him 
do so. 


Curiously, that distress is di- 


rected more at Army Secretary 
Stevens than at McCarthy. Ap- 
parently McCarthy is considered 
sui generis, a unique phenom- 
enon who attracts or repels, re- 
gardless of party. He is criti- 
cized for his incessant points of 
order, his conspiratorial whis- 
perings with Roy Cohn, which 
register so well on TV, and his 


open contempt for other sen- 
ators. But it is all said with a 
certain detachment. 


Secretary Stevens stands out. 


however, as a sample product of 
the Eisenhower administration of 
businessmen. When, from 
his 


own mouth, the story is unreeled 
of 
the pampering of Private 


Schine ' and the obedient 
re- 


sponse to the beck and call of 
McCarthy and Cohn, the profes- 
sional politicians groan. 


Stevens had unusual prestige 
here. He was not just another 
businessman. 
He had b e e n 


chairman in 1952 of that blue- 
ribbon jury set up by the De- 
partment of Commerce, called 
the Business Advisory Council. 
The council is purely advisory 
but its prestige is high. 


Two members of the Eisen- 


hower cabinet, Treasury Secre- 
tary 
Humphrey and 
Defense 


Secretary Wilson, and Treasury 
Under Secretary Folsom were on 
it when it elected Stevens chair- 
man. This sign of 
confidence 


and respect from the cream of 
the 
business 
community was 


duly noted when the Eisenhower 
advisors worked out the cabinet 
and little cabinet slates. 


It is widely understood here 


that prior to his present trou- 
bles, Stevens had been sched- 
uled to succeed Deputy Secre- 
tary of Defense Kyes and, in 
time, Mr. Wilson himself. 
(Cor»riftht. 1954, by U. F. Syndicate, Jnc.) 


OFF THE RECORD 
Ed Reed 


"He's my favorite pupil—my goodness, without him my abnormal 


psychology training would get rusty." 


An important liik 


of service 


in this area..• 


To the needs of our 


feHowmon ... we 


dedicate ourselves 


MORTl.ARll> 


1319 > $1, 


State High 
School Rule 
Held Valid 


Ankeny Gives Decision 
In District No. 39 Case 
The validity of Rule IIJ-3 of 


the slate superintendent of pub-/ 
he instruction has been uphelcp 
by 
Lancaster District Judge 


Jlctrry 
Ankeny 
in 
litigation 


brought by Washington County's 
School District No. 39. 


Under this rule of the super- 


intendent's "Criteria For Ap- 
proved Schools," the District's 
Rose 
Hill 
High 
School near 


Blair was disapproved in May. 
1952, as a K-10 school tor the 
1953-54 school year as having a 
teacher-pupil ratio ot less than 
the one-to-fivc standard. 


Effect of a lower classification 


for the District was to make the 
high school ineligible for free 
high school tuition for non-resi- 
dent pupils, non-exempt from 
free tuition tax levy, and in- 
eligible to contract with another 
high school district. . 


'No Violation' 


In a suit naming State Super- 


intendent Freeman Decker as 
defendant, the District had chal- 
lenged Statute 79-307 as an un- 
constitutional delegation of pow- 
ers by the Legislature for the 
formulation rules and regula- 
tions of all high schools and the 
collection of free high school 
tuition mpney. 


T h e 
superintendent's "Cri- 


tci in" was also challenged as 
disciiminating against low popu- 
lation districts and as an attempt 
to force consolidation of school 
districts. 


J u d g e Ankeny ruled the 


statute does not violate the 
Constitution and that the state 
superintendent "did not exercise 
his unlawfully delegated author- 
ity in an arbitrary or discrimina- 
tory manner" in promulgating 
Rule III-3. 


The case is believed to the 


fiisl of its type testing the law 
and action involved. 


Complaint Against 
Western Nebraska 
Express Dropped 


Western Nebraska Express of 


Scottsbluff won a round before 
the Nebraska Railway Comms- 
sion m a dispute with other Ne- 
braska carriers. 


The other carriers had chal- 


lenged 
the 
authority 
of ihe 


Scottsbluff firm to haul explo- 
sives from the ordnance plant at 
Grand Island to the storage de- 
pot at Sidney. 


The Scottsbluff firm recently 


moved that the complaint of the 
other firms be dismissed on 
grounds it was too indefinite. 


The Railway Commission an- 


nounced it has upheld this mo- 
tion. 


The carriers involved in the 


complaint against the Scolts- 
blufi firm were Petersen and 
Petersen, Grand Island; Sullivan 
Transfer, 
Lincoln: Red 
Ball, 


Omaha: 
and 
Arrow 
Freight 


Lines, Broken Bow. 


AT miLLBR'S 
Shop daily 9:30 to 5:30 


Thursday 10 to 8:30 


Give Mother Her Favorites 
9 
B 


b • o u t i f » I 
ryans 


in the breath taking 


Mother's 


Day 


Gift Box 


No Extra Charge, of Course! 


Kansas-Nebraska 
Gas Firm Stock 
Issuance Approved 


The State Railway Commis- 


sion reported approval of the re- 
quest of the Kansas-Nebraska 
Natural Gas Co.. Phillipsburg, 
Kan., to issue 85,000 shares of 
common stock and 10,000 shares 
of preferred stock. 


The stock issue is planned in 


connection with the proposed ex- 
penditure of more than S5.5 mil- 
lion on construction in Nebraska 
this year. 


The commisison scheduled a 


hearing for July 12 on the ap- 
plication of Edward Fleischman 
of Detroit for authority to con- 
struct and operate 
a 
$100,000 


pipeline oil gathering system in 
Banner County. 


The hearing on the request of 


the Middlesesl Motor Freight 
Bureau. Kansas City, for a 15 
per cent increase in motor car- 
rier rates in Nebraska was post- 
poned from May 17 to July 6. 


ADVERTISEMENT 


STOMACH ULCER PAIN 


MUST FADE AWAY 


or money back 


When excess stomach acid orases 
fi-ry. burmnc uic«- pain?, indication, 
no?, heartburn, etc.. set fast relief 
•aijh Udca TalOrls UdcaV 3 proven. 
jsiM^dy-actini: ingredients—like a doc- 
tor's prescription—coo] off and coat the 
:r.fiarncd stomach hninc trith a protec- 
tive film. Then slmnach acid j>«n« lull 
and •»«] eat without f"»r and en;oy life 
n«iin. 252 million sold <ince 392S. Try 
Udsm on mxJ^er's guarantee. Yon must 
cet relief or your axine^ b»ck- 


THES1 HOKI1D 


AGE SPOTS 


390 


Box of 


2 pairs 


[Vaturallv you want "the best" for mother on "her 
da}"! iSothing could he lovelier for her than the 
luxury of Beautiful Bryans . . . in an infinite variety 
of styles and textures . . . beautifully detailed and 
elegantly sewn, for shapely fit. Choose Shadow Sheer 
in shades to harmonize -with her prettiest costume. 


HOSIERY . . . First Floor 


«^» 
j 
3 


Complete Kit tcith jloss 
150 


Complete Kil 
I 


FADE THEM OUT 
* Vi" c slh c: ed 
b r o v.- 


fto's ci Iho SuTtsrs o 


•VC..JT hs-,-:.- z~2 :'"£ '-~ 
J 
' ' 


' fj 
If you like to eat! 


J 
Sec 


" 
Mrs. Dorothy Burgess 


ESOTERIC."., 


I 


of SPICE ISLAND 
1 


denHimlralc 
ihr «.fM-rcl* of 
Herbs & Spices 


r-V- h=---Jcc\ v.h "c_j=Ti ft 


'r....,^-* 'AC'S :-. "r.c rt r—r.c' c- H 
~-s~c7/ arccr^c'cJ" r"'^ "r* A *Cf>mp]ijncnJar? 
recipe b 


&;-CTJ-T ""i-b-Vrst re: s<v- ^ ;; A 
OOIRMFT SHOP . . 


r'oc-s "ts 
4"Tre b,c. •?. c.' 
-•' X 
Fir«.t Floor 


- C ; T v;a".sr*eTi TXvc Siore row ,jf 


7x>oi Who's Painting! 


Sec 


LINCOLN ARTISTS' GUILD 


SPRING EXHIBIT 


thru Mav 8 


\uditorium . . . 
Fourth Floor 


AT millER'S 
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ways to delight Mother! 


wilh lime . . . thought and a lovely 


gift made wilh your own hands! Any 
of these she is sure lo use and enjoy! 


Wonderful lo make for mother . . . or the June bride 
or uirl graduate . . . 8-piece luncheon sets of colored 
linen. 
Simple stitches, highlighted with 
metallic 


thread. Flame, Hunler Green. Pink. Gold or Ivory. 


Perky little linen collar—all made—ready for you 
lo finish with pearls and metallic thread. The little 
accessories that will give mother a "lift". Gray. Pink. 
Black and While- 


95 


A real "glamour gift' is a collar you can crochet of 
ciJlu-r Gold or Silver, studded with pearls- This makes 
a dress up bcauly of any basic dress. 


7.95 
Complete h.il tfilh inflrucltvns. 
tu[J 


^- l-'rre inslrurliims trill Itr ^iren /;v Mrf. Rtthlrinf on 


all it emu fold in the Xccdlearl Department. 


NEEDLEART . . . Fourth Floor 


I 
I 
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ALGREEN' 
(TIILLER C PAiflE 


"AT THE CROSSROADS OF LINCOLN" 


Shop Daily 9:30 lo 5:30 


lUiirsday 10 to »:30 
. ^rfW^^ 


Why Fry Again This Summer? 


Get Your Fans Early While Stock Is Complete 


ii 
\\ Move mare air faster and farther with 


Visit, phone or write Houseivares, Fifth Floor 


Moves Air 3 Times Faster 


No need to sit in the direct blast 
—Vornado moves all the air all the 
time—just the right amount of cir- 
culation for cooling comfort. This 
thrifty model (with same high style 
as the deluxe models) has TWO 
SPEEDS, weighs only 8 pounds, 
stands 12^" high. Light as a 
feather, easy to move and use any- 
where. Ideal as a "personal" fan. 
Order MODEL 16C 


No Need To Sizzle! 


This 
Vornado 
gives 


you 
continuous 
'"all 


around" 
air 
move- 


nient in two speeds. 
Head adjusts in any 
position and stays put. 
Stands 
13I/6'' ' high, 


weiarhs 9^/2 pounds. 
Order 
MODEL 20C 


Turnabout 


Pushes Hot 4ir Out 
Pulls Cool Air In . . . 


^ on get double performance features 
for the price of 
au ordinary fan — 


pulls cool air in — pushes hot air out 
at the touch of a finger. 
Exceptional!} 


quiet — no interference 
with radio or 


TV — ideal for kitchen, bedroom 
or 


general use. 
No installation expense — 


fits 
window casings 22^" to 33"' 


wide. 11%"' tall. Window can he closed 
during inclement weather without mov- 
ing fan or disturbing drapes. 


Weight 12l/z pounds. 


Order MODEL 16W 3425 


Fresh As 


A Lake Breeze 


Cools fairly large areas 
operating 
at 
high 


speed . . . and reduced 
to low speed is just 
ritrht for small rooms. 
Features tilting head 
and all around air cir- 
culation. 
15:>4"' high. 


Weight: 12 pounds. 
Order Model 
24C 


Buy I¥owPse Convenient Lay A way Terms 


Two Fans In One 


Cool Large Areas Faster! 


Keeps air moving all around—cool 
air. Complete with 3 speed switch, 
cushioned motor mounting. Especial- 
ly nice for large homes, executive 
offices. 
Extremelv quiet operation. 


Stands' 18" high. 
Weighs 15^ 


potihds. 


Table Top Turnabout 


Eujov the twin comfort convenience 
of this remarkable Vornado Air Cir- 
culator. Fan head turns at a touch 
for cither all-around air movement 
or directional circulation. Ideal as a 
convenient table or handy scat. too. 
3 s-prrd rooliiu:. weighs 26% pounds. 


Does Things No Ordinary Fan Can Do ... 


. . . Yet Costs IVo More 


Turnabout window fan- — head reverses instantly 
lo make an intake or exhaust fan. Gives dav or 
night cooling at 3 speeds. Head tills up or down 
to direct air where vou want it — without drafts. 
Fan can be moved from room to room canh fo\ 
am one. as vou vish. Fits windows 26I 
/-> to 36-»i"* 


18" tall. Weighs 28 \>~ pounds. 


Order MODEL 28C 5I25 
Order MODEL 26F O»50 
Order MODEL SOW 
6350 


Twin Convertible 


The nio-l versatile fan 
o»i lh»- mark*-!. 


<\>mbiiir> a -5 >j»ccd lv\in window f;m :m<I 
Iwo individual 
dc*k-|vj>r 
air rircul.il«»r»> 


that >nap nut and ran be u>cd Miiclv or in 
pair?. 


L~.se 3 Cool Wav.s»A:\'YttIIERl' 
Twin Cooler_b0ii, ,mi««. in «ii<- ~in.w 
to brine in cool, frt*l» air.. 


Window Exhaust Fan 


with Push Button Controls 


llic H.i'*. I Irt-srsrjlN rc^cr- 


o-vii.-111-l fan- ronihim- rx- 
or in!.iVr 
«i< li«^n 
jind f«o 


Twin 
xauM_Rr><-r..r ,i,r fan 


•wilh llir jouch of a finsrr and hoi «-1alr air i« 
pulled o«l*5dc. 


ut One Or Bofll _for prr^mal f.im. ,,i-l -nap «nl on.- or 


bolh and JIM: them j»n>vli<-rf, Karh ha* o»n «>rd. 
13"*** hich. 27" »idc, 6',i" drcp. ^Sciehl of Iv»l3i cirr»lnjor» in <,iJ':nrl. 
21 Vz pound?. Sin«K, T1^ pound*. Fii« •nindoM* 27" lo ?<»'j". 
Order MODEL 32 CT 
58™ 


Moves Air 3 Times Faster 
lhan ordinary fans 


DrhiM*. 
hich 
performance dc*k 


Ivpc rirculalor for homr, office or 
rvm -lore-. Maud- 20'2" hiuh, 
«r:^3^ 22 pound*. 3 ^pec^l action. 
Order MODEL 


f«r 
C.T-->. 
in-t.«nt a»-Jion. 


Ql IkTI.} 
nio^c* 
a 
lr«-rwndon« 


nnionnl of 
air 
lliro;ich 
••rfral 


STII.ES 


27'," *idr. fiUi 


cxttn- 


Model 35 K 


v -'*" ^idr. fiJ« -in- 


38" 
viiVi 


Housewares, Fifth Foor 


Redeem fiiled stamp books 


for your Vornado fan miLLER C PAfflE 


Shipping Charges 


Additional on Merchandise 


sent out of town. 
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Twenty years ago we introduced one of history's first gasoline additives, the famous 
D-X upper-cylinder lubricant. Now, after two decades of research, we present the all- 
inclusive gasoline additive—UCL-plus. A totally new, specially processed upper-cylinder 
lubricant fortified with exclusive chemical ingredients, it's yours only in D-X. That's 


why D-X alone gives you all the extras! • 


EXTRA protection!—Our new D-X Ethyl with UCL-plus gives 
37our engine super top-cylinder lubrication for protection against 
wear. It helps prevent spark plug fouling, practically eliminates 
fuel-wasting pre-ignition! 


EXTRA antiknock!—More antiknock is refined into new D-X 
Ethyl at the start. After the refining process the antiknock is 
boosted still higher with exclusive UCL-plus! 


EXTRA mileage—Check your speedometer when you first try new 
D-X. Check again when you refill. You'll find D-X adds up 
to better mileage, because it makes your engine more efficient 
than you ever thought possible. 


EXTRA performance—Faster starts, more pickup, more passing 
power—you've never felt the kind of performance you'll get 
from your engine with this new D-X. 


WE GUARANTEE IT—You must get all these extras and more in 
new D-X, or we'll refund your money. Accept our written, 
signed Trial Bond guarantee. Then try the only gasoline with 
aR the extras, D-X Ethyl with UCL-plus! 


We have the proof—Flaming Proof— 
ffiof D-X gives you more. Gef it at 


your nearby D-X Dealer's now! 


M I D - C O N T I N E N T P E T R O L E U M C O R P O R A T I O N 


/.-- 
f .... e t 
; / I, .* 
i ,.-• f t ' 


D-X Prodvcts Are Dislribuled 


In 7his Territory by: 
VAN HORN'S 


12 & Q 
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Everybody Jalks-ln Interest Of Speed 


By AKTIIUR EDSON 


WASHINGTON 
(ff>) 
— Sen. 


Potter (R-Mich) leaned toward 
the 
microphone, grinned and 


said: 


"This seems to be the morn- 


ing for testimonials." 


That's the one statement at 


Tuesday's Army-McCaithy hear- 
jng that appears beyond dis- 
pute. 


Evciybody got into the testi- 


fying act. 


On a day when the commrUee 


members were wondering if they 
couldn't cut down on the num- 
ber of witnesses, they compli- 
cated the problem by turning 
witnesses themselves. 


• 
.„ 
L 
WORLDS 
s 1-JjP.SEPinuuiDEST SEWN 


ASPIRIN 


FORCHILORIN 


ASPIRIN 


FOR CHILDREN 


All in the Interests of speed, 


you understand. 


The most familiar line was: 
"I want to hurry this hearing 


along, but—." 


Let's look at some of the ora- 
tory: 


Sen. Dirksen (R-I11), explain- 


ing how he hoped to have Ihe 
witnesses limited to two, Sec- 
retary of the Army Stevens and 
Sen. McCaithy (R-Wisj. 


"The role of the peace-maker 


is never a happy one, and yet 
I have been impelled . . ." 


Weatherman 


Joseph 
Welch, the 
Army's 


counsel, 
explaining 
that 
he 


would also like to hear from Hoy 
Cohn and Francis Carr of Mc- 
Carthy's staff, and, possibly, the 
weatherman: 


"If I may put an example, 


suppose one of those witnesses 
said that we had a rainy day 


30 


to 


60% 


on 


FAMOUS BRAND 


NATIONALLY ADVERTISED 


FOOTWEAR 


Shoe Illustrated 


$13.95 


Value 


In White Kid 


Leather Only! 


Hundreds of pairs of beautiful, new summer styles 
and you save 30 to 60% on these guaranteed per- 
fect shoes 
The SHOE CENTER 


136 S. 13th., Fed. Sec. Bldg. 


OPEN THURSDAY 'TIL 9 P.M. 


on a certain date, and it seemed 
very material to show it was a 
fair day, I would like to be able 
to call the weatherman to show 
what the weather was." 


Sen. Symington (D-Mo): "In 


my o p in i o n 
these hearings 


should never have been started, 
but . . ." Symington wound his 
speech up like a commencement 
speaker. "I thank you," he -nid. 


So it went, on down the list, 


each senator making his speech. 
Sen. 
Jackson 
(D-Wash) ap- 


peared the best prepared. He 
had his written out. 


Hearing Monster 


And if each senator wanted 


to make plain he was on the 
side of speed, he seemed equally 
desirous of making sure no one 
thinks he had a hand in giving 
birth to this monster of a hear- 
ing, now in its ninth day. 


Potter was the most blunt in 


this approach. 


"I did not pull the trigger for 


this hearing," he said. 


Possibly the highest oratorical 


heights were reached by Ray 
Jenkins, the committee counsel 
from Tennessee. 


He began routinely enough, 


"I feel impelled at this time to 
make a statement" But he was 
soon soaring 


"The 
undercurrents 
of the 


emotionalism of the people are 
so swift and so strong as to in 
my mind in many instances al- 
most dethrone reason from its 
citadel." 


Nevertheless, he said, if the 


committee decided to carry en, 
it could count on Ray Jenkins 


"The faithful members of my 


staff," he said, "will be here 
assisting m our humble wav in 
the exposition of the facts as 
long as there is breath in our 
bodies." 
John Kelly Rites 
To Be Wednesday 


Services for John Kelly, 91, 


long-time Lincoln resident, will 
be at 3:30 p.m. Wednesday at 
Umbergers, Capt. Walter E. Ken- 
nedy officiating. 


Mr. Kelly, who died Tuesday, 


had been a railroad construction 
worker and later operated room- 
ing houses here 


Born in Woosung, 111, he came 


to Neoraska in 1883 and had 
lived in Lincoln the past 31 
years. 


Surviving is his brother, Wil- 


liam Kellj of Lmcon 


Home huntms7 
Sec "Homes lor Sale" 


in today s Want Ads 
< 
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Uni Place Business Men Honor Christensen 
Eveiett M. Green, retiring 


president of the University 
Place Business Men's Associa- 
tion, presents a certificate to 
N. A Christensen in apprecia- 
tion of his long service to the 
organization as treasurer John 
Dietrich, elected Tuesday night 


as president, looks on. Other 
officers named' Haiold Hil- 
yard, vice president; Austin 
Goth, secretary; Robel Gus- 
tafson, treasurer, and George 
Knight, new member of the 
board of directors. (Star 
Photo.) 


Iowa Price War 
Cuts Gas Price 
To 21 Cent Mark 


CARROLL, la. (fP) — Regular 


gesoline was selling at 21 cents 
a gallon at virtually all major and 
independent service stations here 
as a result of a price war u. hich 
lowered pi ices bv 
8 cents a 


gallon. 


One independent was selling 


gas for 20 cents a gallon 


There were indications that 


the price might go even lower 
For the most part, the price of 
premium gasoline was not af- 
fected greatly. Premium 
was 


selling at 29 to 31% cents a gal- 
lon. At least one independent, 
however, was selling premium 
gasoline at 21 cents. 


The first price—cutting oc- 


curred several days ago by an 
independent. 


Britons Eat Less Bread 
LONDON W—Britons are eat- 


ing less bread nowadays—about 
10 per cent less in a year. Other 
foodstuffs in wide variety are now 
readily available. 


FREE TILE SCHOOL 


You 4rc Cordially Incited 


In Attend 


Our Floor & Wall Tile 


Installation Class 


Place: FLOORCRAFTER'S 


113 So. 9th 


Date: Friday, May 7th 
Time: 7 P.M. 


Bring 
your 
room 
measure- 


ments and individual problems 


• 


to Pad 


Short Snorter 


CONTAINS 8 OUNCES 


OF THE GREATEST 


AMERICAN WHISKEY 


ALSO 90 PROOF 


BUCK IABE 


WE DISTILL EVERY DROP - WE BOTTLE EVERY DROP 


YELLOWSTONE, INC., LOUISVILLE, KY. 


A v 


Personal 
To Women With 


Nagging Backache 


Nagging backache, loss of pep and energy. 


headaches and dizziness mav be due to slow- 
down of kidney function Doctors say good 
kidney function 13 very important to good 
Health. When some e\ eryday condition, such 
is stress and strain, causes this important 
unction to slow down, many folks suffernac- 
,IHK lidikaehe—feel miserable Minor blad- 
ier irritations due to cold or wrong diet may 
lausegettmjfup nights orfrcquentpassagcs 


Don't nenlect your kidneys if these condi- 


uions bother you. Try Doan's Pills—a mild 
diuretic. Used successfully by millions for 


I jxeroOyears. It's amazing how man-v times 


Ooan's jfive happy relief from the^e discom- 
' orts—helptheloimlesof Kidnej tubes and fil- 


I -ers flush out waste. Get Doan's Pills todarl 


NO OTHER MEDIUM-PRICED CAR 
CAN MATCH THIS PERFORMANCE! 


> 
A SALE AS GREAT AS ITS NAME! 


Sears Complete Garden Shop... 10th & M Sts. 


Excelsia Stricta 


Juniper 


88 


18" to 24" 
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Rose Bushes 
New Bird Baths 
Add BeauSy Jo Youi Ycid 
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Rose Spray 
1 lb. can 1.19 
Chinese Elm 
. .bundle of 3 1 69 


Plant Food 
50 Ibs. 2.59 American Elm 
2.98 


Grass Seed 
lb. 89c Weeping Willow .. 
. 
. 
2.98 


Peony Roots 
79c 
Raspberries 
bundle of 5 1.89 


Rose Bushes, reg. 1.39 ... Now 99c 
Apple Trees 
1.89 


Purple Lilacs 
-- 
98c 
Plum Trees 
1.89 


Blue Gropes 
bundle of 5 1-49 Sprayers 
pint size 49c 
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IN EVERY MODEL, AN ENTIRELY NEW 161-HP V-8—Mercury offers }ou the same high-korscpcwcr V-8 e\cn in the lowest-priced model, at no eitra cost. 


Automatic 4-barreI passing power — (InK 
^<-r< un. in il? Md rnr- \«m a 3-kirr<"l 


<-\<ra 


ou CCl H jrnivnih. w^rnin' 


Matchless control, easier steering—- M<-r< un. 5 
lii<- ouK < ar in Ji- liol'l l<i fiF«T •v«u Tim hall- 
joini frr 7Tl -vviiocl SU-pr-i-ion. \0ll i 11C < u n < ~ - 
vulh an <-a-} new jJabilil'.. r^I a ;<~>flcr nJ«~. an J 
feel m<~T€ tccurc on anv road 


Even more of Jhat famous Mercury economy—<!• leading 
-lul'ur.'iln'- p-j > icati-"»r? l%r.c pail-^d \l*r<"ur'v"5 ne^ Ibl- 
ti<ir-^po-.\or \ -I* a- r.-*- df ; .^ p r,«; ,_•"• --<-rt in !'•? world. 
I; hi- J-' ' ?r i-r- pi-rt.-r i"Ti 3"\ \I^rcury TiZir.e ta 
3'i-lorj, \cl • JP dflr. v c>c.i n: TC nines per z-llon. 


Smoothest, proven no-shift driving — \<i 
<~li3"^h. n^i c^^T-'iif} -M11 <»rlH'rji M< r O- 


^I.•^11^• fln^r. hs-i e-\r~i on Ui*-r.3- Vu: ' hm- 
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Power-assisted driving at its easiest — M- 
si 


j 3 v. •<\ rfhb-J.il']1" p > 
-«*rr -'•at. p>-*'" -''• 


IT PAYS TO OWN AMERICA'S 


FASTEST GROWING CAR 
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Reports Readied For Inter-Agency North Platte Meet 


NORTH PLATTE. Neb. (#>)— 


Army Engineer and Koolnm.ition 
Bureau activities in Nebraska 
will be the principal topics of 
rtiscu^Mon at the 7:<rd meeting 
of 
the Missouri 
Bavin Intcr- 


Aconcy Committee which opens 
in Norlh Pintle Wednesday. 


Reports h.iu> been pieparcd 


for this meeting by R. J. Walter, 
re.?ion 6 director of the Bureau 
of Reclamation; and Col. Thomas 
J. Hayes III. Omaha 
dit-ttict 


Army Engineer. 


There also \\ill be talks by 


E. C. Reed, director of the con- 
servation and survey division of 
the 
University 
of 
Nebraska: 


Bug. Gen. V. E. Potter. Missouri 
River 
division 
engineer, 
and 


Harold E. Ensstrom. department 
of agriculture representative in 
Lincoln, Neb. 


Reclamation Bureau Commis- 


sioner \V. A. Dexheimer was 
scheduled to delner a banquet 
address Wednesday evening but 
Ccngres-ional budget hearings in 
Washington have forced him to 
cancel what would have been 
his first official appearance be- 
fore the Inter-Agency Commit- 
tee.Several Missouri Basin states 
governors including Gov. Rob- 
ert B. Crosby of Nebraska will 
attend. 
Subjects will include reports 


on availability and use of ground 
water resources in Nebraska and 
a discussion of a western Ne- 
braska watershed development 
progiam. 
Eight Postmasterships 
Okayed By President 


WASHINGTON (X) — Presi- 


dent Eisenhower has sent to the 
Senate the following postmaster 
nominations for eight Nebraska 
communities: 


Elber E. L. Landstrom, Axtell; 


Wayne A. Switzer, Clearwater: 
Harold Clinton Hughes, Decatur; 
Richard L. McPherran, Emerson; 
Ira H. Moss. O'Neill; Fred L. 
Stoddard, Ord: M a r v i n R. 
Weber. Randolph, and Nellie L. 
Morehouse, Rulo. 


U.5. W1ATHM •t/KEAU MA? 


High I«mp»re1i/»«i ond Ar»Oi 


ion Expette 


FORECAST 


Winter Weather Slowly Departing 


The U. S. will have 
fair 


weather Wednesday except for 
a few showers over northern 
Rockies and northeastern Maine 
and snow flurries over higher 
elevations of Wyoming. A re- 


turn to warm weather is in 
store for southern Plains and 
Mississippi Valley eastward to 
the Appalachians and the Gulf 
states. Continued cool weather 
will prevail over the Atlantic 
seaboard. (AP Wirephoto Map.) 


Over 200 Expected 


Lincoln Star Special 


GRAND ISLAND, Neb.—Moie 


than 200 delegates and ladies are 
expected to attend the 59th an- 
nual comention of The Travel- 
ei s 
Protective 
Association 
of 


Nebraska here Friday and Sat- 
urday. Post E of Grand Island 
will serve as host. 


Posts in Nebraska which will 


be represented include Omaha, 
Fremont. L i n c o l n , Nebraska 
City. 
Grand 
Island, 
Norfolk. 


Hastings, Beatrice, Falls City, 
Kearney, 
York, Alliance 
and 


North Paltte. 


Bayard H. Paine Jr., president 


of Post E, will call the meeting 
to order, followed by an address 


At G.I. Convention 


of welcome by John C. Martin, 
Grand Island mayor. George W. 
Long of Omaha, chairman of the 
national 
waterway 
committee, 


will offer the response 


Governor Robert Crosby will 


deliver the main address at the 
Friday night banquet. 


Election of officers is sched- 


uled Saturday afternoon. 


Delegates attending from Lin- 


coln will be Raymond Mobley, 
John Maser Jr., Ed Hoffman, 
Frank Melker, Wm. Burlington, 
W. C. King, Nathan Grossman, 
Donald Schaffer, Jacob Lebsack, 
Francis Hoag. Arthur Berkheim, 
Maynard Zimmerman and Merle 
Gordon. 


forMAMA' 


rV't beloved 
(Peggy Wood) re- 
ceives gift from T. R. 
Ryan (Kevin Cough/inJ 


Grants, like TV's famous fam- 
ily, loves 'Mama' too. We prove 
it with the greatest collection 
of gifts we have ever offered. 


SUNDAY, MAY 9, 
IS MOTHER'S DAY, 


Give mom a wardrobe of 
ISIS NYLONS 


%^T pairs 9M 


J_r 60 GAUGE, 15 DENIER for hxurious 
^ 
beauty. More threads, more strength! 
51 GAUGE, 30 DENIER business sheer, 
best wearing stocking in wardrobe! 
In stunning spring shades, 8'/i to 11. 


Single pair, 77 c 
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Team Working 
On First Day 
Stamp Orders 


NEBRASKA CITY, Neb. WV-Mail 


by the basketful is being processed 
at the Nebraska City postofficc in 
preparation for issuance of the 
Nebraska 
territorial 
centennial 


commemorative stamp here Fri- 
day. 


R. A. Davis, an administrative 


assistant in the division of phil- 
ately, bureau of finance, post of- 
fice department, is in charge of 
the team of men and women work- 
ing on the project. 


Stamp collectors and others arc 


permitted to send money for post- 
age along with a "reasonable num- 
ber" of addressed first day covers. 
Davis and his workers do the rest. 


Paul Brust, assistant Nebraska 


City postmaster, said that some 
people have interpreted a "reason- 
able number" to be anywhere 
from 250 to 500. 


The Veterans of Foreign Wars 


auxiliary here Friday will affix 
30,000 of the stamps to first day 
covers, Mrs. Arthur 
Sackles, 


president, said. 


The auxiliary has been employed 


by, a Baltimore, Md., advertising 
firm to process the covers. Mrs. 
Sackles will buy 
_S900 worth of 


stamps when the windows open at 
7 a.m. Friday for fust day sales. 


Gen. 
Griswold Arrives 


At SAC Headquarters 


OMAHA MV-Ma]. Gen. Francis 


H. Griswold arrived Tuesday at 
Strategic Air Command headquar- 
ters at Offutt Air Force base to 
take over his duties as SAC vice 
commander. 


He succeeds Maj. Gen. Thomas 


S. Power, now a lieutenant general 
in charge of air research and de- 
velopment command at Baltimore. 
Gen. 
Griswold was previously in 


England where he was commander 
of the Third Air Force. 


Mrs. Keeler Gets 
$1,000 Scholarship 


Mrs. Rhea Keeler, 
assistant 


professor of vocational home- 
making education at the Univer- 
sity 
of 
Nebraska, 
has 
been 


granted a $1,000 Delta Kappa 
Gamm.i Scholarship. 


This Silver Anniversary Schol- 


arship is being given by each 
state association of Delta Kappa 
Gamma, national honorary so- 
ciety for outstanding women ed- 
ucators, for study beyond the 
Masters Degree. Mrs. Keeler is 
vice president of the local chap- 
ter and a member of a national 


, committee on 
teacher welfare 


i and morale. 


Mrs. 
Keeler 
was the 1953 


chairman of the National Asso- 
ciation of Teacher Educators of 
the American Vocational Asso- 
ciation meeting in Chicago. She 
is also chairman of the Depart- 
ment of Colleges and Univer- 
sities in the Nebraska 
Home 


Economics Association. 
She is 


active in other campus, state, 
and national associations. 


Mrs. Keeler plans to continue 


graduate work 
in 
educational 


psychology and guidance at Col- 
orado State College of Education 
this summer. 
Walter Head 
Dies; Former 
Omaha Banker 


OMAHA OR—Walter Head, 76, 


former Omaha banker and mem- 
ber of the board of trustees of 
Hastings and GrinneU Colleges, 
died in a Stamford, Conn., hospi- 


Excess Wheat 
Penalty Told 


Nebraska farmers 
who have 


exceeded 
their 
acreage 
allot- 


ments on wheat can now figure 
about how much penalty they 
will have to pay if they decide 
to market the gram this year. 


Officials of the State Office of 


the 
Agricultural 
Satabilization 


and Conservation Committee an- 
nounced Tuesday that the mar- 
keting penalty for wheat from 
excess acres will amount to SI.12 
a bushel. Charlie Clark, special- 
list at the ASC office, said that 
under 
the 
federal 
Marketing 


Quota Law. the penalty rate on 
excess wheat is 45 per cent of 
the May 1 parity price. The 45 
per cent portion of this parity 
has been determined to be SI.12. 


The figure is based on normal 


yield. Therefore, if a 
farmer 


plants 10 acres in excess of his 
quota, and the normal yield in 
his area is 20 bushels per acre, 
the penalty will be 200 multiplied 
by S1.12. Clark said the farmer 
can escape paying the penalty 
if he stores the grain on his farm 
or in a warehouse. Such wheat 
will have to be kept at least un- 
til July I, 1955. The marketing 
penalty is equally in force if the 
farmer sells the gram to an 
elevator or to another farmer. 
Whoever buys the excess grain, 
Clark said, 
is 
responsible for 


payment of the penalty. 


tal. 


Head, founder 


Mr. Head 


and 
honorary 


board 
chair- 


man 
of 
the 


G e n e r a l 
American Life 
Insurance Co. 
of 
St. Louis, 


f o r m e r l y 
h e a d e d the 
O m a h a Na- 
tional B a n k 
and 
the 
old 


N e b r a s k a 
P o w e r Co 
here. 


H e 
l e f t 


Omaha in 1929 to head a Chicago 
bank. 


Civic Leader 


Head served from 1926 to 1946 


as president of the National Coun- 
| cil of the Boy Scouts of America 


I and was a prominent St. Louis 


j civic leader- 


He founded the insurance firm 


i in 1933 and served as president 
for about 20 years. During this 
time the firm expanded to a busi- 
ness with assets of more than 200 
million dollars covering 36 states 
and two territories. 


Honorary Chairman 


In 1951, Powell B. McHaney 


succeeded him as president of the 
firm and Head became chairman 
of the board. He was made hon- 
orary board chairman last Jan- 
uarj. 


Although maintaining his per- 


manent address in St. .Louis, 
Head had lived in a convalescent 
home in Stamford near his daugh- 
ter, Mrs. Raymond A. Bauer,, for 
the past two years. 


He was a past president of the 


American Bankers Association. 
Funeral services will be held in 
St. Louis. 


v &€\ 


NYLON TRICOT 


SLIPS 


steeped with foe* 


398 


You have ncrer «*n such 
bra-oty in nylon...limirv 
tnmmcd, dcfrfy JailoTcd. 
White and pink; 32 TO 44. 


* 
i 


RAYON TRICOT 


GOWNS 


dazzled wiJh foe* 


299 


So 
a ho<.t 
of 


pcnca 


ria--Tc3<.. 


ki»r ihnr 
32 10 40. 


16 PC. PASTEL 
STARTER SET 


Regularly 3.98 
333 


So:: vohd-tonc pa>wK Von 


COT 4 of each : p3a:c<. 


Available in oprn slocl! 


W.T. GRANT CO. 
1005 O Street 
| 


ben Simon's 


Special Purchase 


» 


Famous Brand Shoe 


A Real Value! 


Formerly $17.95 


Now 


Tan Gonr 5IJP ON Full rancc of *i 


A shoe llial can l>r ^orn for <Irc>* or <porl voar. 


Also, Many Summer Sport Shoes 


at $7.98 to $14.98 


Rites Set For 
Crash Victims 


Lincoln Star Special 


CENTRAL CITY, Neb. — 


Funeral services for the four 
victims of the car-train collision 
here have been set. 


Three of the victims — Joan 


Lee "Jo Pete" Peterson. 24, of 
Omaha; daughter of Mr. and 
Mrs. 
Ed 
Peterson of Central 


City; Judith Kay, 5, and Roy 
Harold Steuben, 3, children of 
Mr. and Mrs. Roy Steuben of 
Omaha — will be buried here. 
The service will be held Wednes- 
day at 2:30 p.m. in the Methodist 
Church. 


Funeral services for the fourth 


victim of the tragedy, Michael 
Edward Belcastro, 4, son of Mr. 
and Mrs. P. J. 
Belcastro of 


Omaha, will be held at 7:45 a.m. 
Friday 
in St. Aim's Catholic 


Church in Omaha. Burial will be 
in Omaha. 


The four were passengers in 


a car driven by Miss Peterson's 
brother, Spencer. He is reported 
in "good" condition at a hospital 
here. 


Miss Peterson had brought the 


children, her nephews and niece, 
to Central City from Omaha for 
a week-end visit with her par- 
ents and the children's grand- 
parents. 
Ogallala Voters Face 
Fire Hall Bond Issue 


OGALLALA, Neb. 
(IP) — A 


special election to vote on a pro- 
posed $50,000 bond issue 'or a 
new fire hall here has been .=et 
for June 8. Nearly 500 Ogallala 
citizens 
petitioned 
the 
C i t y 


Council to call the election. 


July fourth Celebration Is Planned At Superior 


SUPERIOR, Neb. (H>) — The 


Superior Chamber of Commerce 


has voted to bponsor a July 4 
celebration this year. 


CROW'S-FEET? 


How To 


Check Them! 


Lanolin Plus LIQUID is con- 
centrated lanolin, some compo- 
nents of which penetrate your 
skin to do wonders for it. Used 
as a cleanser before retiring, 
then a few more drops quickly 
massaged in, and you'll awaken 
next morning to discover that a 
very definite miracle has hap- 
pened. No feeling of skin dryness at all—and an extra softness and 
extra smoothness that is new. But more! 
* 


As jour skin becomes softer and softer and smoother and smoother, 


those disturbing, premature, dry-skin crow's-feet and other tiny lines 
really fade. Get your bottle of Lanolin Plus Liquid today. Use it 
tonight. You'll be a happier woman tomorrow morning. 


// j ou spend $1,000, you could jot gel 
more beauty help than you get from a 
tl (plus tax) bottle of Lanolin 
Liquid 


• Lanolin Plug Liquid Make-Up $1,00* 
• Lannliu Plus bharopoo 
SI.00 


• Linnlm flu* Eland Lotion 
$1 00* 


• Lanolin PI tin Liquid Cleanser SI 00* 
• Lanolin Plus Cfeanmnc Cream SI.00* 
• Lanolin FMu0 For the Hair 
SI 00* 


• Lanolin PIui Bod\ Lotioa 
SI-50* 


Here ben Simon's 
suggests the miracle fabric 


Now . . . DACRON .. .America's most wanted miracle 


•» 


fiber... in a new blend of dacron and wool! 


SLACK 
Special! 


for 


Jusl 200 Pairs! 


Regular 17.95 Quality! 


for business 


Through a fortunate purchase we bring you these slacks in this perfected 


blend of dacron and wool at the low price of just 12.99. These slacks 


have wonderful strength, wrinkle-resistance and crease-retention quali- 
ties. For wear anywhere all summer long... especially wanted for va- 


cationing and traveling because they require so little care. Drop in 


soon and select your favorite color. 


* 


Mm** Clolhinc, SecVnd Floor 


Ban On Sod-Breaking Is Under Study 
Davis Asks 
Soil Saving 
Fund Boost 


WASHINGTON MR—The possi- 


bility of preventing future dust 
storms by making it illegal to 
break sod in arid areas that are 
subject to blowing was explored 
at a Senate hearing Tuesday 


Sen. Hayden (D-Ariz) asked if 


any federal or state laws now 
could be utilized to prevent wind 
erosion. He raised the point at 
a hearing of the Senate Appro- 
priations Committee on the an- 
nual agricultural money bill. 


Clarence Svedman of Ft. Col- 


lins, Colo., one of several wit- 
nesses from the Dust Bowl area, 
sand Colorado now has such a 
law but it requires approval of 
75 per cent of the land owners 
within a district for enforcement. 


Absentees Oppose 


"And that's almost an impos- 


sibility 
with 
absentee - owners 


holding much of the land," Sved- 
man said. 


Sen. Young (R-ND), presiding, 


asked if high government price 
supports on wheat and other 
crops had caused dust storms as 
some have charged. 


A. P. Atkins of Guymon, Okla., 


in the Panhandle area, hard hit 
by drought and dust storms, said 
good wheat prices had caused 
the breakup of much land "that 
never should have been culti- 
vated." 


Svedman and Atkins are direc- 


tors of the National Association 
of Soil Conservation Districts . 


They and Waters S. Davis Jr. 


of League City, Tex., president 
of the conservation group, urged 
senators to add about 18 million 
dollars to the 58 millions voted 
by the House for the Agriculture 
Department's annual soil conser- 
vation program. 


Meanwhile, 
President 
Eisen- 


hower allocated 810,000,000 from 
his disaster relief fund to help 
combat Dust Bowl conditions in 
the Southwest. 


The sum was 55,000,000 less 


than asked by governors of the 
five Southwest states—Colorado. 
Kansas, New Mexico, Oklahoma 
and Texas. 
They attended an 


emergency meeting at the White 
House last week. 


ADVERTISEMENT 


Whip The Tormenting Twins 
Dandruff And Itchy Scalp 


OTTUMWA, Iowa—Owen P. 


Williams, 905 S. James St., says: "A 
bad case of dandruff and itchy scalp 
was driving- me almost wild when I 
got my first bottle of Baker's Hair 
Tonic. I could not relax night or 
day, because of the awful itching:, 
and I was always covered with 
dandruff. Baker's Hair Tonic 
changed all that, and I want every- 
body to know there is nothing like 
it for dandruff and itchy scalp." 


For dandruff and itchy scalp, use 


Baker's Hair Tonic. For clean scalp 
and lustrous hair, use Baker's 
Shampoo. Buy them where you trade. 
You will like both, or the makers 
will refund your money.—Adv. 


Switches Inspected In New Wood River School 
Learning about backstage 
about 


lighting in the new aluminum 
school building at Wood River 
are, 
left to right, Norman 


Youngquist, Wood River, su- 
perintendent; 
O t t o 
Meyer, 


school board chairman; Leon- 
ard Melkus, Grand Island con- 


struction official who super- 
vised the building; and C. V. 
Jones of Columbus, represent- 
ing B e h 1 e n Manufacturing 
Company, the firm building 
the structure. These officials 
attended d e d i c a t i o n cere- 
monies for the new school. 
(Photo Special to The Star.) 


Nebraska Farm Prices 
Record 3 Pet. Increase 


Prices which Nebraska farm- 


ers received for their products 
during the month ending April 
15 showed a 3 per cent increase, 
led by higher prices for wheat, 
corn, 
potatoes, 
soybeans 
and 


some livestock. 


The State-Federal Division of 


Agricultural Statistics announced 
in 
a mid-month price 
report 


Tuesday that the 3 per cent Ne- 
braska increase compared with 
a 1 per cent boost for the na- 
tion's farmers as a whole. 


The national farm parity level 


—farm prices received compared 
with prices of things which farm- 
ers m u s t buy—remained un- 
changed for the month, however. 


As a result of the Nebraska in- 


crease, the April 15 price index 
stood at 298 per cent of the 1909- 
14 base period. 


The April 15 level was 9 points 


above the March 15 index, and 18 
points above the level of a year 
earlier. 


For the nation as a whole, the 


increase was 1 point, or 4/10 of 
1 per cent. 


Increases for wheat, corn, po- 


tatoes, 
grain, 
sorghums, 
soy- 


beans, hogs, beef 
cattle and 


lambs more than offset decreases 
for 
barley, rye, 
hay, calves, 


sheep, butterfat, milk and eggs, 
the agency reported. 


Average prices for crops were 


up 1 per cent; for livestock and 
livestock products, up 3 per cent. 


Price averages as of April 15, 


compared with those a month 
earlier, included: 


Wheat: S2.13, up 2 cents and 


the highest so far this market- 
ing season (which ends July 1). 


Corn: S1.40 per bushel, up 3 


cents. 


Oats: unchanged at 77 cents. 


Barley dropped 1 cent and rye 


was off 10 cents. Grain sorghum 
prices averaged 5 cents a hun- 
dredweight higher. Baled hay de- 
clined 20 cents per ton. 


Potato prices advanced five 


cents, dry edible beans were un- 
changed, and soybeans went up 
25 cents to a 33.30 average, high- 
est since July 15, 1947. 


Hogs were up S1.90 to S26.60, 


highest level of record for an 
April 15 and the third highest 
mid-month price received on rec- 
ords dating back 
to 
January, 


1909. 


Beef 
cattle prices 
averaged. 


SI higher to 520.10 a hundred, 
highest since December of'1952. 
Calf prices dropped SI however, 
to S18.20, lowest mid-April price 
since 1946. 


Sheep prices 
were 40 cents 


down to S7.60, while lambs in- 
creased 30 cents to an April 15 
level of S23.40. 


Dairy 
product 
prices 
were 


lower as a result of seasonal fac- 
tors and lower government sup- 
port rates. Wholesale milk was 
35 cents below the revised March 
15 level of S4.20 per - hundred 
weight, while butterfat declined 
six cents to 53 cents. Poultry and 
egg prices declined 10 per cent 
due to lower prices for eggs, 
down 5.6 cents per dozen to an 
April 15 level of 26.4 cents. 


Rev. Thomas M. Dowd 
Ordained To Priesthood 


GRAND ISLAND, Neb.'— In 


special ceremonies in St. Mary's 
Cathedral here, the Rev. Thomas 
M.- Dowd was ordained to the 
Catholic priesthood. 
He is the 


son of Dr. and Mrs. M. J. Dowd 
of Grand Island. 


Services Held For 
Benjamin Poteet, 
Native Nebraskan 


DENVER — Funeral services 


were held here Tuesday after- 
noon for Benjamin F. Poteet, 76, 
resident of Denver for the past 
45 years. 


Born in Richardson County, 


Nebraska, he was a retired res- 
taurant owner. 


Surviving are his wife. Jessie; 


a daughter, Mrs. Jessie Stroud of 
Denver; a son, J*H; Poteet of 


A SALE AS GREAT AS ITS NAME! 


KENMORE TANK TYPE 


VACUUM CLEANER 


Do -your housecleaning faster, easier and 
cleaner with a Kenmore tank-type vacuum 
cleaner. Complete with attachments and 
Sears Famous guarantee. These machines 
are all brand new! See them today at Sears. 
3688 


Only $5 Down 


KENMORE PORTABLE 


SEWING MACHINE 


Sew and Save! See these remarkable 
new portable sewing machines at 
Sears today. Brand new with a 20 
year written guarantee! See how 
easy it really is to Sew and Save! 
4995 


Only $5 Down 


Scars, Roebuck and Co. 
137 So. 13 
Lincoln. Neir. 
Genileiaen: Pleqpe send sjo further informa- 
tion describing Xenniore Vocuusa Cleaners, 


Machines cad. Floor Polishers. 


NAME 


STHEE7 OS BH..._ 


CITY 
__ 
_ STATE 


now »»tm. 


137 $o. 13, 2-7611 


Rites Wednesday 
For Dan Schlephof, 
Murdock Banker 


MURDOCK, Neb. — Funeral 


services will be held at 2 p.m. 
Wednesday 
in 
the 
Murdock 


Evangelical U n i t e d Brethren 
Church for Dan Schlephof, 68, 
Murdock banker. 


The Rev. C. E. Nichols and the 


Rev. F. C. Weber will officiate 
and burial will be in the Cal- 
lahan Cemetery. 


Mr. Schlephof, a r e t i r e d 


farmer, was active in community 
affairs and as a member of the 
EUB church. He was president 
of the Com Growers Bank here 
and a member of the Farmers 
Union. 


Survivors include his wife, 


Louise; 
mother, 
Mrs. 
Henry 


Schlephof of Murdock; son, Si- 
las of Murdock; three daughters, 
Mrs. Hilda Smith of Murdock, 
Mrs. Ruth Weber of Lincoln, and 
Mrs. Dorothy Smith of Hastings; 
and four grandchildren. 
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Owensboro, Ky.; 
and five sisters. 


two brothers 


Proposed Rural Fire 
District Turned Down 


SUPERIOR, Neb. «P)~A pro- 


posed rural fire district in the 
Superior area was defeated in 
an election, 30 to 26. 


The county commissioners had 


called the election after 161 of 
226 eligible voters in the pro- 
posed district had petitioned for 
the vote. 


Fremont Man 
Heads State's 
Optometrists 


FREMONT. Neb. W>-Dr. Paul 


R. Tood. Fremont, was elected 
president of the Nebraska Opto- 
metric Assn. Tuesday. 


Dr. Todd has served as vice 


- president 
for 


the past year. 


The new of- 


ficers were in- 
stalled T u e s- 
day night at a 
banquet. Other 
officers 
elec- 


ted are:. Dr. 
William Slush- 
er. Valentine: 
Dr. D o n a l d 
Fox, F a l l s 
City; Dr. Wil- 
liam 
Higgins, 


Tecumseh, and Dr. Rodger Dietz, 
Hartington. all vice presidents, 
and Dr. William Koeber, Wayne, 
secretary-treasurer. 


An address by Dr. James F. 


Wahl, president of the American 
Optometric Assn., also was on 
Tuesday's program. 


The three day convention will 


wind up with a golf tournament at 
the Fremont Golf Club Wednesday. 


Dr. Richard Apell discussed var- 


ious aspects of children's vision 
in appearances before the group. 
He is a visual research optometrist 
on the staff of the Gesell Clinic 
of 
child 
development at 
New 


Haven. Conn. 


Nothing else like it in Nebraska! 


Dr. Todd 


Mrs. Thomas, 87, 
Pawnee City, Dies 


Lincoln Star Special 


PAWNEE 
CITY, 
Neb.—Fu- 


neral services were held at the 
Catholic Church at Table Rock 
for Mrs. Jake Thomas, 87-year- 
old Pawnee City pioneer. 


Mrs. Thomas came to Ne- 


braska with her husband from 
Luxembourg in 1892. 


Mrs. Thomas is survived by 


two sons, John and Ernest, both 
of Pawnee City, and a daughter, 
Mrs. Ph'ilip Hauner, also of Paw- 
nee City. 


Foil 7 years old for full flavor 


Foil 90 proof for foil body 


Every drop Old Fashioned Straight Whisky 


Mellow as a Bourbon * Smooth as a Blend 


The'whisky'you'11 "personaHy'rccommcnd' 


yon cm sign your nime in Gold.oo the bottle 


Add this golden gesture to your personal recommendation 


_ when you serve Melrose or present it as a treasured gift. Enre!- 
' ope with complete instructions is attached to every bottle. 


on a label means4'the very best* 


MELROSE DELUXE STRAIGHT WHISKY. 90 PROOF- 7 YEARS OLD MELROSE DISTILLERS, INC, NTtj 


41.6 Miles a Gallon is record of 
new Metropolitan in 24-hour non-stop 
economy run under NASCAR supervision 
at Raleigh Speedway, N. C. At the same 
time, another Metropolitan on a 24-hour 
high-speed endurance run, averaged 61.24 
miles per hour! 


"Economy-Size Nash is Fast 
and 
Fancy" reports famed race 


driver, Wilbur Shaw, president of Indian- 
apolis Motor Speedway, writing in April 
POPULAR SCIENCE MONTHLY..He writes: 


"Been looking for a way to save gas—lots 
of il? Been looking for a snug little car that 
you could jig through traffic with a !oe and 
• finger and ease down the turnpike at 65? 


by New Metropolitan! 


"Been itching for the flair of a European 
automobile without giving up good old 
American comfort and flexibility? 


"If you're nodding *yes' to 
all these questions, the car 
for you may be a new 42- 
horscpower fireball called 
the Nash Metropolitan. I 
found this economy-size 
packacc as solid as a little 
tank and scatty as a racer. 
. . . Close your eye5 and 
this could be the biggest 
car on the road.*7 


"A car the public helped 
desisrn"1 (LIFE magazine) 


. "has top speed of 70 


miles an hour . . . tv»o- 
thirds the ?ize of the stand- 
ard American automobile. 
it will travel -10 miles on a 
callon of cas-" 


Seven million Americans have seen it and raved 
about it. Leading magazines and newspapers 
have hailed if as the most exciting new car 
development in ages? Ifs setting new sales 
records from coast to coast! The Metropolitan! 
A completely new kind of car—new in driving 
fun, in economy—for pleasure and business. 


See and drive the biggest new-car hit in years: 
Come in -today and take the wheel of the new 
METROPOLITAN Hardtop or Convertible. We 
promise you an entirely new motoring thrill. 


Metropolitan 


NEWEST MEMBER OF THE 


AIRFtYTI FAMILY 


AMBASSADOR 
• 
STATESMAN 


RAMBLER 
• 
METROPOLITAN 


Excerpts from, article in Aprd 


MECHANIX 
ILLUSTRATED 


" --- It is a fleet, sporty little bucket which 
should prove just ichat the doctor ordered 
for a jterond car — The Metropolitan is a 
nice-handlins car with plenty of control and 
amazing dig."" 
$1469 


FOR THE METROPOLITAN CONVERTIBLE 


•F.O.3. CoosJol Port of frlry. "Hardtop 
!en. RodTo. WeaAer £» 
ond locol loxn. if any. tx^ro. 


S34 
stata 


SPECIAL ROAD TESTS NOW GOING ON-COME IN! SEE IT! DRIVE IT! 


BURKE-SCHNEIDER MOTOR CO. 


T724 0 Street 
2-2702 


THRIFTEE SUPPLY'S 
NEW AND COMPLETE FURNITURE DEPARTMENT 


THRIFTEE SUPPLY 
STORE OF VALUES 


FREE 
GIFTS 
For AH! 


FREE 
GIFTS 
For All! 


BALLOONS FOR CHILDREN 
PRICES GOOD FOR THE ENTIRE WEEK OF MAY 3RD 
BALLOONS FOR CHILDREN 


Liberal Trade-in 


Allowances 


Prices are not raised to cov- 
er excessive trade-in allow- 
ances! Note the Savings — 
no trade-in necessary! Should 
you have furniture to trade- 
in we will allow you what 
it is actually worthF Get 
Thriftee's "deal" before you 
buy! SAVE! 


Tailored to 
our Budget! 


INNERSPRING MATTRESS 


BOX SPRING SET 


Should sell for $69.50 


Hundreds of ressilent coil spring* 
to assure restful, healthful sleep. 
Choose either twin or full size. 
Neat rolled edge ... fin* tick- 
ing. 


TRULY THE BUY 
OF YOUR LIFE 


BOTH FOR 
SAAW 


Nothing Down 
$5 MONTH 


Reg. $12.95 


10" OSCILLATING FAN 


Built for years of trouble-free service. Black and chrome 
finish. Heavy duty motor. 
Fully guaranteed. 
- 


12" Oscillating Fan — 3 Speeds Only 17.95 


4-PIECE BEDROOM SUITE 


LIGHT OAK FINISH 


CONSISTS OF: 


Large Dresser. Plate glass beveled mirror. Full size 
chest of drawers. Full size panel bed. 


$5 DOWN 


$5 MONTH 


i furnish 2 Rooms ml 


of TERRIFIC SAVMGS 


HERE'S 
WHAT 
YOU GET! 


Sofa Studio 
Pull Up Chair 
Cocktail Table 
2 End Tables 
2 Table Lamps 


7-PIECE COMPLETE OUTFIT 


NOW AT THIS SELLOUT PRICE 


$124.50 


Value 


SAVE $40 
s84 


$5 DOWN 
$5 MONTH 


Sensational, day-night offer! This mod- 
em ensemble is as comfortable for 
sleeping as it is for lounging—sofa 
Dpens into a luxurious bed. Sofa 
bed, 


armless chair, tables, lamp—all in this 
offer! 


NYLON 
COVERED SWIVEL 
PLATFORM ROCKER 


See this sensational Rocker that en- 
ables you to turn completely around 
without setting up. Covered in life- 
time Nylon Frieze. Washable. Just the 
thing for watching TV. 


Reg. Price $79.50 •• m 
OPENING 
$I%£|50 


SPECIAL 
NOW 


Platform Kocker In covered 
washable Nylon. $69.50 Value 
$44.50 


ROLL-AWAY BED 


Just the thing to have on hand for un- 
expected company. Folds up easily and 
can be stored in a closet. Includes in- 
nerspring mattress at no extra cost and 
Free rolling casters. 


Regular 
$39.95 NOW $29 95 


Supply Limited 


TABLE LAMPS 


Take your choice of an entire shelf of dis- 
tinctive lamps with original designs . . . 
beauties at Thriftee's new low overhead 
prices 


YOUR CHOICE $C95 
5 


Values to 12.95 


ANNOUNCEMENT 


So many of our customers 
have inquired about furni- 
ture, that we decided to open 
a complete furniture depart- 
ment in addition to our appli- 
ance and plumbing depart- 
ments. 


Due to our low overhead and 
large buying power we are 
able to pass on TREMEND- 
OUS SAVINGS to you our 
customers. Pay us a visit 
real soon and see for your- 
self. 


5 PIECE 
CHROME 
DINETTE 


Reg. $89.50 5-pc. set 


Includes table and chairs in choice of 
color. Table extends from 30"x40" to 
48". Table is deluxe plastic covered 
and chairs are full wrap around style. 


95 


FREE 20 piece set of 


DINNER WARE 
at no extra cost. 


20 PC. CHINA 
LUNCHEON 


8 PC. 


ICE BOX 


ALL METAL 
AUTOMATIC 
6-CUP ALUMINUM 


Electric 


Percolator 


ALL METAL 


SMOKERS 


WALNUT 


END TABLE 


7 PC. 


1JUICE SET 
LAWN 


SPRINKLER 
Gl ass- 


Nice Size Pitcher 
6 Juice Glasses 


Made from donhlr fluty 
class—smartly decorated— 
with covers. 
2 Jars 4'-x-»"; 1 .Tar 


Beautiful Ivy Design 


Service For 4 — 


Open Stock 
SI.49 VALUE 


S1.25 VALUE 
S5.95 VALUE 
$^49 


Individually Boxed 


Wirile They Last 


"Hollywood" 
SUITE 


Made by Serta 


Th» latest "California" creation covered in two-tone Frieze in 
your choice of six colors. The 93 inch Sofa seats 4 people and 
makes into a double bed . . . "while the chair seats 2 people. 
The seats and back are thickly padded. You would expect to 
pay at least S300 for this outstanding suite. 


FOR OUR OPENING ONLY 


$10 DOWN S10 MONTH 189 


50 


FREE APARTMENT SIZE 


GAS STOVE 
G-E 


REFRIGERATOR 


rhft*.'- of 


11-ft. Automatic 


Defrost 


H*M» is your chance to buy 2 nation- 
ally known appliances ct less than 
you would ordinarily pay for one. 
The 11.2 GE Refrigerator is self-defrost- 
ing. The interior is in pastel blue. Full 
-width 
freezer. 
3 
aluminum 
door 


shelves, butter keeper, 2 rolla-drawers, 
and many other features. 
Beg. Price Refrigerator 
S429.95 


Reg. Price Stove 
79.50 


S509.45 


Mode! 
LD112J: 


BOTH 
FOR 
$ 
SAVE 
$130 


S10 DOWN-24 MONTHS TO PAY 
37950 


4-PIECE 
BEDROOM 


SUITE 


Hand Rubbed Fauntone Finish 


Full sized panel bedl Large Dresser, full plate mirror, and 
large Chest of Drawers ... Dovetailed construction with 
center guide and dustproof drawers. Hardwood throughout 
Regular Price SI98.50. Thriftee's low overhead price this week 
FREE CHENILLE BED SPREAD 


BEAUTIFUL SOFA BED 


LUXURIOUS MODERN SOFA BED-SLEEPS TWO 


Not just a living room but a bedroom as well when 
you have this smart sofa bed. Deeply comfortable 
for lounging, opens quickly into a roomy bed. 


Reg. 


$129.50 NOW 
$109 50 


$5 DOWN 
56 MONTH 


We are an authorized G-E Dealer. See us for the 
best "DIAL" in town. We allow top prices on trade- 
ins, regardless of make. No money down—24 months 
to pay. 


ALWAYS A GOOD BUY AT 


PLUMBING 
HEATING 


210 S0.ll™ 
APPLIANCES 


PAINT 


2-Pc. Living Room Suite 


SAVE $60.00 


$169.50 Value 
S109 
50 


$10 Down $6.50 Month 


The bargain of a lifetime! Su! youl! have Jo harry! Special purchase 
horn manufacturer al an unheard of price! For only S109.5D you get 
a luxurious, comfortable, finely constructed 2-picce suite covered in 
popular, durable quality irieze- 
Fanes! of construction -wish oll- 


sJeel coil innerspring unit on hardwood frame. Be here early a* thevli 
go fast! 
3-Pc. "Cast" BATH OUTFIT 


Les« Legs <S Towel Bar 


5 ft. ' 


Cast Tub 
Hush Type 


Toilet 
China 


Lavatory 


White 


Toilet Seat 


Chroma 
Fittings 


SAVE $20 


Reg. $159.50 


Now $ 


Jasl think of JJ ... a complete 3-pc. 
outfit with c CAST TUB ot this low price 
of SI 3950. This it youi chance lo remodel 
your berth room <rt. a pric« yoti can cfioj-d 
to fay. 


139 


50 


NO MONEY DOWN 


S5 MONTH 


Snow Covering lessened 
Wheat f reeling Danger 


A covering of snow minimized 


Ihe danger of damage to the 
xvheat crop' from the week end's 
hard freeze in Nebraska, 
the 


State-Federal Division of Agricul- 
tural Statistics reported. 


Fortunately, much of the wheat 


in the lower temperature areas 
received the snow protection, the 
weekly crop report said. 


Although wheat is farther ad- 


vanced than usual for this date, 
little of it has jointed, which 
further reduced the chance for 
damage from freezing. 


Surface Supply 'Good' 


Recent rains, meanwhile, re- 


plenished subsoil moisture appre- 
ciably in northern and eastern 
Nebraska, and the surface mois- 
ture supply is now "very good." 


Except for wheat that was dam- 


aged by wind and drought, and 
that which came up this spring, 
the crop made "considerable im- 
provement" during the past week. 


KimbaU County and several 


southwestern counties show severe 
damage, chiefly from dry weather 
and high winds, but also from 
mosaic. 


Fields Turning: Brown 


In a few western counties, some 


fields have begun to turn brown, 
showing the effects of drought 
Most of these are fields with 
heavy growth where heavy stool- 
ing has used most of the subsoil 
moisture. 


A little coin has been planted 


Most fields are rcadv for plant- 
ing and farmers now are hoping 
lor warmer weather 


Oats and barley arc up, and 


about unchanged in condition from 
a week ago. 


Alfalfa, wild hay and pasture 
• how 
improvement, 
although 


there was some winter kill of 
fall-seeded alfalfa and some fear 
done to spring-seeded alfalfa 
of what the freeze may have 


Some cattle are now on range 


and pasture. 


April was slightly warmer than 


normal, the report noted. Mois- 
ture was deficient over most of 
the western 
and 
south-central 


portions of the stale, and near 
normal over most of the eastern 
and 
north-central portions 
A 


small area along the Missouri 
River received more than nor- 
mal rainfall. 


From April 1 to May 3, pre- 


cipitation in Eastern Nebraska 
averaged 1.93 inch, 
compared 


with a'normal of 2 26; in cential 
Nebraska 1 57, compared to nor- 
mal of 2.44, and in western Ne- 
braska .96 of an inch, compared 
to a normal 211 inches. 


The northern half of Nebraska 


has a far better supply of sub- 
soil moisture than has the south- 
ern half 


Weather Bureau 
precipitation 


reports for the 
week 
ending 


May 3: 


Eastern Division 


Grand Island 
180 Lincoln 
256 


Norfolk 
1:55 Omaha 
245 


Sioux City . 
131 


Central Division 


Burwell 
192 Lexington 
14 


North Platte 
.39 Valentine 
130 


Western Division 


Imperial 
.OSChadron 
3ft 


Sidney 
HScottsbluff 
Ifi 


Fire Floats In 


MT VERNON ina 
\ff> - Fires 


have come to fire departments be 
fore but this one was a little un- 
usual 
Floating trash 
saturated 


with waste oil caught fire on Mill 
Creek and floated through Mt. 
Vernon. Firemen put out the blaze 
without damage. 


Why Not Surprise Your 


WIFE 


by bringing her to FRIGID SERVICE APPLIANCE CENTER 
and letting her look around at something new in labor saving 
appliances before she 


BITES 


your head off over the way her appliances look, 
bke that could develop into a . 


Things 


NOISY 


argument—and who wants to argue when you can shop with 
confidence right here in Lincoln and save money too. We 
are your 


NEIGHBORS 


and you should visit our store first—compare prices and 
merchandise, and you'll be added to our growing list of 
satisfied customers. 
Come j_n today! 


FRIGID SERVICE 


APPLIANCE CENTER 


Southwest Corner 15th & O 
2-2911 


STAN DELAPLANE'S 


POSTCARD 


Sunday is the best day to go up 


to the Place du Tertre. The t>unny 
little square lies m a cobblestone 
street. Surrounded by wine shops, 
artists and tourists. 


The buildings sag on ancient 


foundat i o n s . 
T h e w h o l e 
s c e n e 
looks 


like 
a 
stage 


set. 


When I ar- 


rived, a goat 
was climbing a 
red ladder with 
a monkey on 
his back. 


My y o u n g 


lady of 10 years was bug-eyed. 
This is the Paris she came to see. 


The Place du Tertre is sur- 


rounded by artistic taverns. Such 
as Le Grenier, the Cadet Gascogne 
and Patachou where the patrons 
join in the chorus of off-color salle- 
de-garde songs. 


On Sunday, restaurants like La 


Mere Catherine and Chez Eugene 
set up tables in the square under 
the trees. Somebody ran a long 
wire through the street and up into 
an apartment. And when they 


turned on the record player, so 
help me it was Leadbelly. 


Half a dozen artists had set 


up easels in the streets. They 
wore turtle-neck sweaters and 
were 
artistically 
dirty. They 


stabbed at the canvas with pal- 
ette knives and with fingers. It 
is not artistic to use a brush, I 
guess. 


In the center of the square, 


a gentleman performed r.iuid 
cuts on paper 
with 
scissors 


When he unfolded it, it became 
a complicated lacy pattern tabie- 
cloth. 


Everybody drank wine 
a n d 


clapped. The monkey got off the 
goat's back. The goat climbed 
down the ladder and went into 
La Mere Catherine's. Possibly 
for a short one before lunch 


The 
goat-and-monkey 
man 


and the tablecloth man passed 
among the crowd, holding cut 
their hats for money. 


The sun came down warm. 


And the waitress from Chez 
Eugene's brought us a little tur- 
quoise pottery pitcher full of 
chilled Alsatian wine. 
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Good 


Costs 
1. 


the HflN 


KENTUCKY STRAIGHT BOURBON WHISKEY-S6PROOF*4 YRS. OLD 


DISTRIBUTED BY WESTERN WINE & LIQUOR CO. 


ROSES for Mother 


TAKE THEM TO HER . . . PLANT THEM FOR HER! 


Give your Mother a gift that -will last, not for a day or \veek, but all vear and for years to 
come1 Instead of a bouquet of temporary beaut}, you can present her \vith shimmering 
color and delightful fragrance. 
Here are 14 of the finest, hardiest Hybrid Tea Roses Choose brilliant Reds, glowing Yel- 


lows exquisite Pinks, contrasting Two-Tones. All are big. husky California-grown bushes 
... the finest available. Do not confuse them \vith cheaper sizes and varieties. These are 
the best, selected for you to give as lasting gifts 


AMERICAN BEAUTY, rich deep red 
ANNETTE, pink with golden tones 
CHRISTOPHER STONE, velvety scarlet 
GOLDEN RAPTURE, rich golden 
COUNTESS VANDAL, pink and gold 
JOANNA HILL, summery yellow 
TALISMAN, yellow and copper 


SNOWBIRD, purest white 
CRIMSON GLORY, rich crimson 
EDITOR McFARLAND, brilliant pink 
RED RADIANCE, rose red 
PINK RADIANCE, rosey pink 
WHITE RADIANCE, large white 
ETOILE DE HOLLANDE, fragrant red 


BIG 2-YEAR-OLD, NO. 1 BUSHES . . . A $3.75 VALUE 
ANY 3 
(your choice) FOR *2.94 


FREE 


WITH EVERY 3 ROSES: BIG 25c PACKET OF 
MAYWAY PLANT BOOSTER . . . THE MIRACLE 
PLANT FOOD FOR EVERYTHING THAT GROWS. FREE 


AFRICAN EVERGREENS 


(Nephthytis Liberica) pictured at left 


Large upright leaves. Will grow in soil or water. A 
35c to 45c value.10 


EACH, WHILE STOCKS LAST 
m 


PH1LODENDRONS 


Big husky growing plants you'd expect to pay up to 
65c for. A real feature special. 


19 


EACH, WHILE STOCKS LAST 


STILL TIME TO PLANT MAYPARK LAWN GRASS SEED! 


You can still have a velvety lawn this summer. Plant MAYPARK ... the balanced blend 
of permanent, perennial grasses, with over 45^ Kentucky Blue Grass. 


5 Lbs. $6.60; 
10 Lbs. $12.95 


No Mail Orders, Please 


Lb. $1.39; 
3 Lbs. $3.98; 


PLANTS 


VEGETABLE 
AND 
FLOWER 
PLANTS 


CAREFULLY GROWN FROM SELECTED 
SEEDS . 
. READY FOR A FAST START 


IN YOUR GARDEN OR LAWN. 


Open Thiirfday ermines until 9 
921 0 Street 
Lincoln 
Phone 2-4041 


summer 
dresses 


frothy iummw hot 


confection* 


Sears made a lucky pur- 
chase! Scooped up scores 
of summer-dresses at an 
incredible low price. Now 
we pass the savings right 
on to you! Crisp cottons 
and glamour rayons for 
street and date-time wear 
in a bevy of styles to suit 
every taste. The season's 
prettiest colors. Misses' and 
half sizes. 


Templing little hal* . . . to be 
worn with a flirtatious forward 
tilt . . . flat-tops, sailors, 
charming plateaus. 
Choose 


from straw-hke basket weaves, 
piques, loyo cloths and lacy 
fabrics in white, black, 
and summer pastel*. 


12S 


A. Futl-skirJed poRshed eottod 
dress with shirred neckline, 
contrast-lined pockets. Blue, beig* 
or pink, 10 to 18 


B. Woven-check cotton coot dreu 
with deep Jailor collar, flattering 
to the half-size figure. Blue, gray 


4. " or red. U'/j »o 22'/j. 


your new spring 


V 


handbag 


Wonderful butter-soft leathers*"... 
expensive-looking cordes — the 
kind you'll find in handbags tagged 
at far, far more than Sears' 
special-value price! Choose from o 


raft of new-for-Spring styles... boxes, 


pouches, vanities, shoulder bags, 


feed bags 
all made with a fine 


eye for detail. Popular Spring shades. 


Hand-sewn double woven iry- 
lon glove, lack, -white, navy, 
brown or bisquit, 
6Vi to 8. 


1 


59 


keep pace with exciting new spring styles — 


have the most adorable yet practical lingerie . . 


Charmode's wonderful 4-Stor Feature slips 


aclon* crepe slips 


perfectly proportioned" 


short, 32-44 
regular, 32-44 
toll, 34-44 


Reg. 3.50 298 


a. alencon lype cotton lace trim 


Gathered bodice, straight back and 


skirt lace tnnsaed. ?:nk. whjl*. aery. 


•4 gore bias cut. 


b. imported cotton Vcl gore Jac* 


trim 


Lorely ia pink and whlSe wiJh aylon 


Ladies-' Nylon Lace trimmed Briefs 
tncoj raffle aad Vcl i 


White vith embroidered trim. S. M. L. 
57c 
bra back. 


SEARS 
137 So* 
13 
Phone 2* 
7611 
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Lincolnite Hadassah Area Vice President 


Mrs. Nathan Bernsticn of Lin- 


coln was elected Tuesday one of 
four new vieo-piesidents of the 
Eighth Region (Mountain Plains) of 
Hadassah. 


Re-elected piesidcnt at the meet- 


ing at the Coinhuskei Hotel was 
Mrs. Harry Goodman of Pueblo, 
Colo. 


Other 
officers 
include 
Mrs. 


Ralph Goldberg of Albuquerque, 
N.M , Mrs. Julius Meer of Denver, 
and Miss Eli?abeth Hart of Omaha, 
vice-presidents. Mrs. Moms Wci- 
ner of Sioux City. la. trc.^uier: 
and Mrs. Tracy Snelling of Pueblo, 
secretary. 


Directors aic Miss Miriam Fore- 


man of Denver, Mrs. E. A. Kalui 
of Cheyenne. \Vyo.. Mrs. Rolf 
Landshoff of Los Alamos, N. M.. 
Mrs. Isidore Levmson of Omaha, 
and Mrs. Hy Silver of Colorado 
Springs. 


The officers and directors wcic 


installed by Miss Julhet Benjamin 
of New Yor_k. member of the Ha- 
aassah national board and na- 
tional advisor to the 
Mountain 


Plains Region 
of the 
women's 


Zionist organization 


Chairman of the nominating com- 


mittee was Mrs. J. H. KulakofXky 
of Omaha. 


The group voted to hold their 


next 
conference 
in 
Colorado 


Springs on May 15, 1955. 


Earlier, the conference members 


attended leadership and publicity 
workshops, and adjourned after a 
luncheon and committee reports. 


Japan's TB High 


TOKYO 
(JP) — The 
welfare 


ministry reports that an esti- ' 
mated 2,920.000 Japanese— 
.< 4 ' 


PCS cent of the population—die | 
'.uffering from tubeiculosi11 


Mountain Plains Hadassah Officer Elected 


Officers of the Eighth Region 


Mountain Plains Conference of 
Hadassah, 
women's 
Zionist 


gioup, \\ere elected Tuesday. 
Mis Harry Goodman (seated) of 
Pueblo, 
Colo, was re elected 


president. Other officers elected 
are (left to right) Mrs. Morris 
Weiner of Sioux City. la., trea- 
surer, and vice presidents. Mrs. 
Nathan Bernstien of Lincoln and 
Mrs. Ralph Goldberg of Albu- 


N M. (Star Photo.) 


Golf Game Leaves 
Ike A Little Sour 


WASHINGTON Iff) — President 


Eisenhower displayed plain 
dis- 


gust o\er his golf game when 
asked whether he planned to get 
in some golf later in the day. 


The President noted the cold 


wind and said he probably would 
not and then added ruefullv 


' And if I play the way I did last I 


Sdtuidav 
I don t tare if I e\cr, 


plav again "' 
I 


Richard Dempster 
Seeks Short Term 


Richard R. Dempster of North 


Platte completed filing with the 
secretary of state Tuesday as 
candidate for the Republican 
nomination to the short term in^ 
the U S Senate 


The onh previous filing had 


been h\ S E TOIKCSOII of Kim- 
ball, also a Republican 


Lincolnites Attend 
Goodyear Wage 
Meeting In Ohio 


Two Lincoln men are attending 


wage negotiations which opened 


i Tuesday in Canton, 0., between 
the Goodyear Tire and Rubber 
Co. and the CIO United Rubber 
Workers. 


Personnel Manager A. A. Wer- 


ner of the local Goodyear plant 
here and the president of the 
union's Local 286, Raleigh Owens, 
are among those participating 


The union said the straight 


time national average for rubber 
workers ii> 52.08 an hour. It is 
seeking "subslantial" wage in- 
creases, a guaranteed wage r>ro- 
gram, and other benefits. 


A contract in effect between 


the company and union does not 
expire until Feb. 10, 1955, but aas 
wage reopener provisions. 


Go/cf 'Annie Oakley' 
WASHINGTON (INS)—Presi- 


dent Eisenhower was given a 
solid gold lifetime pass to all 
National League games to be 
sure he sees all the baseball he 
wants after leaving the White 
House. 


ADVERTISEMENT 


Husbands! Wives! 
Get Pep, Vim; Feel Younger 
Thousands of couples are wealc, wom-trat, ex- 
hausted just because body lacks iron. For new 
\oivnger feeling after 40, try Ostrex Tonic 
'fablcti. Contain iron for pep; supplement 
doses vitamins BI and B? Costs httle. "Ot- 
acquainted 
size only 50c. At all dnjggis** 


In Lincoln Cipltil Stif Ee" lc«. Walgreen 
mid Terminal Drups 


C O L N ' S 
B U S Y 
D E P A R T M E N T 
S T O R E 


WE G I V E 
& 
H. G R E E N 
S T A M P S 


NOW YOU CAN WIPE OFF 


FACIAL HAIR...in minufes 


PROFESSIONAL FOTO 
SMILING MODEL views reflection of hair-free upper hp and 
chin, showing excellent results of Pellex revolutionary hair- 
removal method. 


No Trace of Hair 


Even magnifying glass fails to dis- 
close slightest trace of unsightly 
hair, after using Pellex Surgical Hair 
Removing Cream. No hair-ends, no 
scraping, pulling, or irritating. 
And no enlarged pores or was-burn. 
Pellex is now available for home 
use, without a prescription. It is 
rapidly making unsightly facial hair 
a thing of the past. 


Photographer's Model Tells 
How Surgical Cream Solved 


Facial Hair Problem 


"Every hair-remover I tried made 
my face break out Then a nurse 
told me about Pellex. Now my 
facial hair worries are over." 


soys Elcanora Conncll. 


New York Citv. 


Amazing New 
Surgical Cream 


Works Fast, 


Safely, Easily... 
Right At Home 


No longer need you be ashamed of unsightly hair on your 
upper lip, chin, neck—or growing down the sides of your 
face. For, at last, there is a safe and easy way to remove 
unwanted hair—even from the more delicate skin of the 
face. It is the revolutionary new hair removing discovery, 
called Pellex, developed by a doctor—an eminent Obste- 
trician and Gynecologist. 


I 
I 
/. 


:*o 


"Mustache Gone" 


—Now Dates 


"Nobody called rr t 'prctt;.' before. 
All they saw was nv. "whiskers'. 
Then I read an ad for Pellex— 
tncd it- Now can't keep up with 
my dates." 
Elizabeth KJossacr, BTdyn, N. Y. 


Legs Smooth—Swimmer Happy 
"I -un* shamed to go on the beach 
with m> hairy less and arms. Pellex 
took it off fast So caw. too!" 


Arlcnc Cunningham, 


Sea Girt, N. J. 


Pellex works without risk of 
scraping, nicking or irritat- 
ing normal skin. It leaves 
your skin actually smoother, 
lovelier—without razor-type 
hair ends, inward-turning 
hairs; or enlarged pores,such 
as hot wax methods may 
cause. Pellex is quick, easy 
and foolproof. It has recently 
been made available for 
home use. No prescription 
needed. 


Safe — Hospital Tested 


Pellex is a pure, white surgi- 
cal cream developed for pre- 
operative work to provide a 
safe, speedy method of re- 
moving all traces of hair from 
face, hmbs or body. It has 
been thoroughly tested by 
doctors and may now be pur- 
chased without a prescrip- 
tion. Pellex is proving a boon 
to women embarrassed by 
unsightly facial hair. 


Fast, Easy! 


Simply smooth on fragrant, 
creamy Pellcx. Let it remain 
a few minutes, then wipe off. 
Hair comes away with no 
rubbing, scraping or imtat- 
mg. Your skin actually looks 
smoother, lovelier . . allur- 
ingly feminine. Not a trace 
of hair remains to view— 
even through a powerful 
magnifying glass. 


Toiletries— 


Nota Wax-No Pulling! 


Pellex is not an electric 
method! Pellex is nor a wax! 
There is no risk of pulling or 
irritating; noneed for.rubbing 
or scraping the skin. No pain- 
ful hot wax. No cold-wax 
skin-pulling or yanking out 
of stubborn hairs. Pellex is a 
Cream Hair Remover—so 
safe to normal skin and so 
wonderfully effective that 
women all over the nation 
are raving about it. Pellex 
quickly removes all trace of 
unsightly hair; leaves your 
skin looking and feeling 
actually smoother—lovelier. 


Lasting Loveliness 


There is no bristly regrowth 
with Pellex. Face, arms, legs, 
under-arms all stay smooth, 
sleek and hair-free for an 
amazingly long time—thanks 
to Pellex' closer-to-hair-root 
action. And Pellex is so easy 
to use, so safe, so quick— 
you just can't afford to let 
ugly "whiskery" hair spoil 
your chances at romance or 
a good career. Get Pclkx— 
today! No prescription 
needed. Big economy size— 
plenty for face, legs, arms— 
onK 3.00 plus tax. By aH 
means try this hospital ap- 
proved Hair Remover today 1 


Street Floor 


USE COUPON . . . ORDER BY MAIL 


Pdlex Surgical Hair Removing Cream :s ? pure white, fr^rant 
fcair removing cream. It has been hosr-.t?" tested, proved re- 
markably effective, and safe—even for use on the &.rr 


C 7<r 3 ^54 Priier. N V. 


i 
*•\ Kr<1\ I-anc. Personal Shopper (320) 
i 
I GOLD A CO. Lincoln. \cbr. 
i 
i Please send me 
ho\cs PELLEX @$3 (pins 30c tax) 
t 


jNamc 
H Cash 


; Xddrc^s 
I] Check 


t 


JFown 
I Charge 


'Threats, Persecution' 
LONDON (INS)—British De- 


fense Minister Earl Alexander 
charged that the Communists 
used "a combination of threats 
and persecution to extort con- 
fessions for propaganda pur- 
poses" from British prisoners of 
war in Korea. He made the 
statement in the House of Lords. 


Ike To Meet Press 


WASHINGTON (INS) 
— The 


White 
House 
announced 
that 


President Eisenhower will hold 
a news 
conference 
Wednesday 


folloving an 8 a.m. 
breakfast 


conference 
with 
Secretary of 


State John Foster Dulles. 


Mother Of Missing Man Goes To Utah 
LEIGH, Nebr. (/P)—Mrs. Elmer 


Busse, mother of one of two 
Leigh men believed lost when 
their trailer-truck plunged into 
Mountain Dell Reservoir near 
Salt Lake City, has gone to Salt 
Lake City. 


The two missing men are Nor- 


den Busse, 27, driver, and relief 
driver, Harold Aspinall, 34. 


With Mrs. Busse were two 


sons-in-law, Jerry Sedlacek and 
Geoge Kumpf. 


Apinall's wife and two chil- 


dren live here. 


Officers 
conducting salvage 


work at the reservoir said the 
trailer belonged to the Wayne 
Cruise Trucking Co. of Colum- 


bus, Neb., and was haulng eggs. 


The vehicle went out of con- 


trol while traveling downgrade 
on U.S. Highway 40. It smashed 
through a guard rail and down 
an embarkmenl into the lake, 
halting in about 40 Jeet of water. 


The accident occurred 15 miles 


east of Salt Lake City, at the 
same spot where another truck, 
loaded with ammunition, 
had 


plunged from the highway into 
the lake last August. The driver 
managed to escape from the cab 
of the submerged vehicle, swam 
to the surface and was rescued. 


Need cash? See "Money (o Loan" In 


rour Journal *• Star Want 
AcK 
Firms 


«hcrc offer J20 to 11,000 


GILMOUR- 
DANIELSOK 


DRUG COMPANY 


Ettabliihed 1927 
PRESCRIPTION 


SERVICE 


Federal Sec. Bid*. 


142 S.. 1* 
Ph. *-!*« 


^W^^.,-1^1 i«... '.»•». 
Medical Arts Bid*. 


8M S«. 13 
Ph- t-iS51 


Shop 


Wednesday 
9:30 to 5:30 


We Give 


Green Stamps 


Lincoln's Busy 


Department Stor« 


Second Big Day, Continuing . . . 


DRESSES 


MISSES'! JUNIORS:; HALF SIZES'! 
Usually 10.95 to 19.95 


2 FOR 


8.95 
EACH 


OtUL. and. hao -iscs 


* Dress Styles for Afternoon Wear 


* Casual Styles for Street Wear 


CHOOSE ALL THESE SUMMER 


FABRICS .\ . 


JJLjl&A 


• iN'ylon 
• Chromspun 
• Broadcloth 
• Gingham 
• Orion & Pima 
• Print Sheer 


• Rayon Print Crepe 


All these many wonderful fabrics to 
choose from. All styles to Wear now 
and into summer. Slim and flared 
skirts. If you can*t use two, bring a 
friend and save! Come early for your 
selection. 


GOLD'S Dresses . . . Second Floor 


• Silk & Rayon 
• Eyelet Jersey 
• Mello Sheer 
• Miracle Chambray 
• Everglaze Linen 
• Polka Dot Sheer 


•% 


I 
1 


SPECIAL PURCHASE! 


5000 Yards-. . . 


Cotton Fabrics 


Some Short Lengths 
and Seconds of Usual 


yd. 
39 


A Wonderful Assortment 


• Plain and Printed Percale 


• Plain and Printed Plisse Crepe 
• Plain Color Embo??cd Coltons 
• Printed Broadcloths 
• Spot Denims 


A terrific assortment of cotton fabrics tbat are 
perfect for warm weather sewing. AH are wash- 
able, color fast and some require little or no 
ironing. 
Use for dresses, children's vear, 


blouses, shirts, pajamas. 


GOLD'S Fabrics . - , Third Floor 


Shopping is easy with your 


CHARGA-PLATE® Token 


More Slate Labor Power favored 


WASHINGTON GB—The Repub- 


lican leader in the Senate, Sen. 
Knowland of California, said he 
favored amending the Taft-Hart- 
ley Labor Law to give States 
more power to control labor-man- 
agement relations. 


Knowland announced he would 


support a controversial States' 
Right Amendment sponsored by 
Sen. Goldwater <R-Ariz) and that 
he was "inclined to believe" it 
would be adopted by the Senate. 


The Goldwater amendment is 


one of a series being debated by 


the Senate as it considers Presi- 
dent Eisenhower's proposals to 
revise the Tuft-Hartley Act and 
"reinforce its basic objectives."' 


There is a disagreement amoi\y 


senators as to how much pow cr 
the Goldwater proposal wo/i 
give to states to write and en- 
force their own labor la\vsA par- 
ticularly if they conflict/ad with 
federal statutes. 


• 
Full Sympathy 


But Knowland said hf^ is in full 


sympathy with the proposition 
expressed 
by 
GoJ.d water — that 


Foirmonf Consumer Service 
FAIRMONT MILK 


with any of her! 


f/) 
f ?/»•//*» f Notkfcih* extra 
*-W*VV&.» 
richness and full 


If creamy goodness 10. every drop. 


Rushed to your table — there's 
no flavor loss— you get 
country-fresh, flavor! 


true 


If Milk is your. &£gr&%* 
'* family's most ^^j^j^jatmO^^ 


economical food. B»y the space- |^lI1^fl^i^':^^^| 


• saring Half-Gallon. Yonll like ••-'-.::-:.'jii^'iivii-:«?:i":i«'i^jJ¥^ 


t its convenience. Easy to tpxxir— 
easy to stoi* ... k tabes'less re- |i|||pl?|i|pl|if| 
frigerator space. And yoc alvrays 
'have an ample suppty. on band. 


Look for the 
A. M. A. seal 


the carton. This acceptance 


is your assurance that this milk 
is good milk. Be sure your family 
•ojoys the yety best in milk! 


Homogenized Vitamin 0 
MILK 


Delivered FRESH 


States should have full control 
of all labor legislation. 


Except in the case of national 


strike 
emergencies, 
Knowland 


said, 
the federal 
government 


should stay out of this field. He 
added that Congress should +ry 
to solve the problems of labor 
and management "without con- 
centrating power in Washington 


Sen. Piirtcll (R-Conn) mean- 


while introduced an amendment 
carrying out Eisenhower's pro- 
posal for secret, government-con- 
ducted strike votes of employees 
in advance of any walkout. 


The Senate Labor Committee 


had been unable to agree on a 
strike vote clause. At least two 
Republicans and all four Demo- 
crats on the committee opposed 
all suggestions studied. 


Purtell's measure would com- 


pel the National Labor Relations 
Board (NLRB) to take a secret 
ballot of all employees in the bar- 
gaining unit affected by the la- 
bor dispute. Unless "a majority 
of the employees voting" said 
they favored a strike, the strike 
would not be a protected activ- 
ity. 


That means a union which calls 


a strike despite a negative vote 
would lose the services of the 
NLRB, and its status as collec- 
tive bargaining agent 
of em- 


ployees, for a period of one year. 


Purtell's amendment would al- 


low the NLRB to utilize the serv- 
ices of federal, state or local 
agencies in conducting the strike 
ballot. An affirmative vote would 
be good only for 30 days. 


The measure is certain to meet 


stiff 
resistance from 
Northern 


and Western Democrats and from 
some Republicans who say it 
would constitute an interference 
with the right to strike. 


Some other Republicans, as 


well as some Southern Demo- 
crats, are likely to oppose it on 
the ground that a majority of all 
employees eligible to vote, rather 
than a simple majority of those 
who choose to vote, should vote 
affirmatively 
before 
a 
strike 


could take place. 


Another point of contention in 


the debate may be proposals by 
Sens. Lehman (D-Lib-NY) and 
-Ives (R-NY) to amend the Taft- 
Hartley Law so that it would be 
an unfair labor practice for ei- 
ther a union or an employer to 
discriminate against 
any em- 


ployee because of race, creed, 
color or national origin. 


Seeds Replace 
Glass Mystery 


COOS BAY, Ore. (INS)—A new 


mystery hit the Coos Bay area 
closely following the wave of 
pocked windshelds reports. 


Mrs. O. W. Ivans of Kentuck 


Inlet, near Coos Bay, reported 
that acres of land near her home 
suddenly became covered with 
seeds of many colored hues "the 
like of which never has been 
seen before." 


Samples of the seeds, are be- 


ing analyzed. 


CONTROLLED HEAT 


FRYPAN 


No more cooking failures 
because you get the per- 
fect controlled heat for 
more delicious food by 
simply setting the FRY- 
GUIDE diaL Marvelous 
new water-sealed ele- 
ment. You can immerse 
the pan for quick, easy 
washing. 


Annual Knighthood Of Youth Banquet Held 
Five hundred persons at- 


tended 
the 
23rd a n n u a l 


Knighthood of Youth banquet 
Tuesday night as guests of 
Nathan J. Gold (left), who 
also s e r v e d as toastmaster. 


Carol Andelt (center) of Mal- 
colm gave the response on be- 
half of the students and the 
Rev. C. Vin White (right) 
spoke on "A Worthy Work- 
man." (Star Photo.) 


Knighthood Of Youth Banquet Hears 
Dr. White Stress 'Worthy Workman' 


To be a success a person should 


be a "worthy workman," Dr. C. 
Vin White, pastor of the First 
Presbyterian Church, told the 
23rd 
annual 
Knighthood 
of 


Youth banquet Tuesday night at 
the Lincoln Hotel. 


Five hundred persons attended 


the banquet as guests of Nathan 
J. Gold. The dinner was given 
for honor students of the various 
citizenship clubs in Lancaster 
County schools, their parents 
and teachers. 


Dr. White said that "a person 


must realize that success is in 
direct relation to his discipline." 
Along with discipline he em- 
phasized the importance of be- 
ing a "good person." 


In outlining what 
actually 


made a person a worthy work- 
man he cited three things as be- 
ing of prime importance: being 
intellectually' sound, spiritually 
stable and morally responsible. 


"These are the qualities that 


produce the worthy workman," 
he said. 


Mayor Clark Jeary welcomed 


the group and a response from 
the students was given by Carol 
Andelt, daughter of Mr. and 
Mrs. James Andelt of Malcolm. 
Special guests at the banquet 
were Freeman B. Decker, super- 


Bowl—fit beat- 


ers for higher, lighter, 
finer-textured cakes, fluff- 
ier mashed potatoes. 
Only tbc famous stand- 
ard Sunbeam Mixmastcr 
gives ALL tbc advantages 
of an automatic food 
mixer because of its ex- 
clusive features. 


RADIANT CONTROL 


TOASTER 


Exclusive Radiant Con- 
trol gives you the same 
perfect toast -whether, 
bread is frozen or fresh, 
rye or white, thick or 
thin. Bread lowers auto- 
matically, no levers to 
push. Toast raises irsrif 
silently without springs, 
oo popping or banging. 


CONSUMERS pUBLIC 


FOWER DISTRICT' 


AUTOMATIC 


COKEEMASTBt 


GJTC her the 
a-tsaraacc of a 
perfect cap 
coffee e^cry 
time. Correci 
•water Tempera- 
ture., agitation, 
brewing time 
controlled au- 
tomatically. 
Ha* stainless 
steel filter. 


Docs more Things bttier — oo 
cn<5 to its usefulness. Us« it 
CKry day for cooling, deep 
frying, as a bun warmer, 
steamer, etc. Prepares year 


dishes easier, bener. 


30th Annual Dinner 
Will Honor 40 New 
Citizens Of U.S. 


About 40 new citizens will be 


honored Monday at the 30th annual 
citizenship dinner sponsored by 
the Women's Division of the Lin- 
coln Chamber-of Commerce. 


Six foreign born children-are in- 


cluded in the group of naturalized 
citizens who will be honored. 


The new citizens are natives of 


Germany. 
Denmark. England, 


France, "Latvia, Russia, Philippine, 
Islands, 
Ireland, 
Scotland and 


Wales. 
Also to be honored are three 


students from Switzerland. Ger- 
many and Spain who are attending 
riigh school here this year under 
the sponsorship of the American 
Field 'Service. 


Guests will be welcomed by Lt. 
ov. Charles Warner, Mayor Clark 


Jeary, Lois Tefft. president of the. 
Women's Division, and Ona Wag-' 
ner. director of adult education 
for the Lincoln Public Schools. 


James C. Olson, superintendent 


of the Nebraska State Historical So- 
ciety, will be speaker. 


He will review the part pioneers 


from the other countries played 
n the development of Nebraska. 


Coffee Goes Up 


MARYSVILLE. Calif. (yP) — 


Coffee cost S12.50 a pound here 
when a man pleaded guilty to 
stealing a two-pound can and 
was fined S25. 


intendent of public instruction, 
and Dr. Edith C. Greer, state di- 
rector of elementary education. 
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G>/ne in f 
-the GPFATZST 


M> Clutch.** 


White Motor Co. 


1801 "O" STREET, LINCOLN, NEBH. 


Gotfredson Motor Co. 


4714 PRESCOTT AVE., LINCOLN, NEBR. 


2-3331 
— 
JOURISAL-STAR WANT ADS BRING RESULTS 
— 
2-1234 


FAST RELIEF 


PROM PAIN OF 


HEUMLBIA 


When you softer from pain of 
Neuralgia, Headache or 
Muscular aches you want 
relief and YOU want ft fast... 
That's Bayer Aspirin! A tab- 
let starts disintegrating almost the 
instant you take tt-tnerefor is ready 
to go to work with amazing speed. 


I 


VA1I MAY HAVE ^ 
lUUPiN-WORMS I 
AND NOT KNOW IT! ?I 
FidrrtJnc.Tio«f-?iciir.csTii3aViT- 
jl 
racntinc recta] itch art often >11- p 
tale siiriss of Fin-Worms... TIC'T 
-v 
psraLMtoi that medical experts f*y 
1 


infest o-nt cut vf rrfiy ihrrr f^r- 
i 
rcms cxawircd. Eatire fa»iii'-.» 
A 
jaay'bc Tictiros aad Dot l.-nc-x it. V 


To cct rid of Fin-TVorm.i. th*w 
J 
I>«;t.« ms?t not only b» killed irat 
I 


?:i]]fs3 in tJw Ijirsr? intwtiTi^ •whfrr 
IL 


th^r 3ive jitid jDc'tiT^ly. ThAt'?i <•*- 
^J 


mctJy what Jarnc's P-W t*Mrt» do 
N 
...and here's how JVydri it: 
I 


F>rrt-a jri<ri4.j5i conti^c «r- 
I 


ri**J}>c taMrt* into 1?>f l>owri« V— 
JR 


f Are thtT <3i«»^"v*. rfc<-n — Jaync's x 


Ticht 


D<<ii't t 


«. At ti* f;rrt 
*«}: TTOT 
for 


f«rUi3 V.T fainoBS Dr. TX J»:.T:? 
Jk'U. si>?ri»":.-t.< iT •"•tern 
JOT tn-tr J 00 j-«rs. 


f JAYME 


for Pin 


112 No. 10 
2-6589r 


DO-IT-YOURSELF AND SAVE 


WARDS SUPER HOUSE PAINT 


4.75 
Gal.iaS's 
Single gal. 
4.85 


Dress up your home with Wards Super House. Pafnh 
Rich in finest quality ingredients — fasts for years. 
Wards Super contains Titanium Dioxide for high 
hiding power. In self-cleaning white and colors. 


FLAT WAIjL PAINT 


Quart I..ZD 
*K /[V Gallon 


Excelon gives you a permanent, 'petal-smooth finish 
for walls and woodwork. Rufaber-base makes it 
scrubbable for years. Dries q-,oif:fdy. Pastels. 
EXCELON DEEPTONES—Guar»u . J.35 
Gal.. 4.59 


SUPER SEMI-GLOSS ENAMEL 


Gallon 4.69 
1.39 Quart 


Get Wards long-lasting Super Semi-Gloss Enamel 
for kitchen, bath or laundry. Dirt, grease, and smok* 
won't harm its tough, hard surface. Really scrub- 
bable. Easy to brush, roll, or spray. Pastel colors. 


SUPER 'GLOSS WALL ENAMEL 


Gallon 4.95 
1.49 


Buy Wards.3uper high-gloss Wail Encmel — gives a 
smooth, looc.-lasting finish to your kitcben, bath, laun- 
dry or woodwork. Completely scrubbcble. Choos* 
Super Gfc.ss from fade-resistant colors apd Whit*. 


TWO-IN-ONE 


LADDER 
n.95 6-ft 


Actuolly serves os two 
separate ladders. Use 
h os a 6-foot step- 
ladder, or a 12-foot 
straight ladder. Just flip 
vp the back—positive 
safety catch holds it 
rigid ond straight. Safe, 
well-built. Ideal for a 
variety of jobs outside 
ood in. Get one today. 
8-FLSIZE 
,15.95 


4" NEOCETA 
WALL BRUSH 


3.19 


Words Neoceta Brush 
for indoors or out- Yoo 
con vw« it with any paint, 
rornbh, or enamd. 
2*PURE5SISTIE. 1.19 


DIAPHRAGM 


SPRAYER 
32.95 


% HP—7 To 10 times 
faster than brush. Never 
needs oiling. Comes with 
gun ar»d air hose. Spray- 
er with motor... 48,45 


^ii 
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Popular Visitors 
DOHie JBlg JNeWS Tomorrow 


Arriving yesterday from Den- 


ver, Colo., were two exceed- 
ingly popular guests—Mrs. A. 
L. "Lawson, 
and 
her 
son, 


Johnny, who is eight months 
old. Mrs. Lawson and her son 
are spending a few days as 


the house guests of Mrs. Law- 
son's parents, Mr. and Mrs. 
O. D. Trombla. 


Mrs. Lawson will be remem- 


bered 
as Billette Trombla — 


SORRY 
WE 
can't 
oven 
say 


"Good Morning," but wo have 
to move right alow, and net 
some things told befuie spa to 
calls a halt— 
Have -nighty 


interesting news for toi.ioinnv 
morning, by the way— but we 
can't even pass on a hint- 


Understand that a group of 


Lincoln feminmes will be go- 
ing to Omaha on Thursday o 
attend the luncheon for which 
Mrs. 
Albert Koemg will be 


hostess for the members of a 
birthday club— The birthday 
celebrant, we hear, is Mrs. 
Carl Rohman. 


V 
f 
i' 


AND plane-ing off on Saturday 


will be Mrs. Jack Stone, pres- 
ident of the 
Lincoln Junior 


League, and Mrs. George Ho- 
lyokc who will be on their 
way to Baton Rouge, La . to 
attend the annual conference 
of the Association of Junior 
Leagues 
of America 
which 


will be held from May 10 
through May 14. More than 
500 delegates representing 183 
Music Program 


Is Planned 


At the regular meeting of 


Chapter DK, PEO, to be held 
Thursday afternoon following 
a 1 o'clock luncheon at the 
home of Mrs. R. M. Snyder. a 
program of music will be pre- 
sented. Mrs. Adelaide Spur- 
gin will sing a group of songs 
accompanied by Mrs. Law- 
rence Lindgren, pianist, after 
which Mrs. Spurgin and Mrs. 


Leagues in the United States, 
Hawaii, Canada, and Mexico 
are expected to attend. 


But before Saturday comes 


today—and the Junior League 
meeting at 8 o'clock this eve- 
ning. 


* 
-k 
* 


UNDERSTAND that Mr. and 


Mrs. 
Howard Stewart have 


just 
returned f r o m 
Falls 


Church, Va., where they were 
the guests of their son-in-law 
and daughter, Mr. and Mrs. 
Robert Estabrook. Mr. Esta- 
brook, 
in 
case you 
didn't 


know, is editorial editor of the 
Washington Post Times-Her- 
ald, Washington. D.C. 


SOMEONE told us that Robert 


Wilson Jr. will be host to a 
group of guests Saturday eve- 
ning at his home by way of a 
birthday celebration. Robert, 
'a 
junior 
at 
Lincoln 
High 


Scnool. will be a summer ex- 
change student in Germany 
this summer—and included in 
the guest list will be the other 
four summerv exchange stu- 
dents—Miss Nan Carlson, who 
will 
go 
to 
Finland: Tom 


Fisher, Roscoe Hill, Jr., and 
Miss Jan Lichtenberger, all of 
whom will go to Germany. 


* 
* 
* 
THE feminine golfers at the 


Lincoln 
Country 
Club have 


Guests From Georgia 


Kappa 
Alpha Theta 
at 
Ne- 
Lindgren will present several 


braska. 
piano duets. 


THE STAR WELCOMES: 


A welcome to Mrs. Dorothy 


Cox and her two sons, Malcolm, 
3 years «ld, and his brother, 
5 year old Robert, who have 
come from Denver, Colo., to 
reside in Lincoln. Mrs. Cox is 
a native c\f Houston, Tex., and 
took the normal school course 
at Southwestern Junior College 
in Keane, Tex., before moving 
north. 
, 


During the- time she is not 


employed at .St. Elizabeth Hos- 
pital, Mrs. Cox enjoys swim- 
ming, bowliru!, cooking and. 
most of all, horseback riding. 
The Coxes live at 5124 Lowell. 


For the benef.it of the neigh- 


bors around 350 So. 38tb, that 
new family in tfie block with 
the two cute little, boys is che 
Dean E. McKjnney family from 


Swim Classes 


A special term in beginning 


swimming for adults will open. 
at the YWCA on Mono\ay, May 
24 and will continue .tor three 
-weeks. There will 
be two 


Glasses each week, but .n o make 
up lessons will be given this 
tiirm. Registration begins im- 
mediately and for further in- 
formation call the YWCA. 


The class schedule will be as 


follows: 


Group A: Monday and 'Wed- 


nesday', 6 p.m. 


Gr/aup B: Monday and Wed- 


nesd.^y, 6:45 p.m. 


Grciup 
C: 
Tuesday 
and 


Thursday, 6 p.m. 


Groo,t> 
D: 
Tuesday 
and 


Thursday, 6:45 
ABWA Chapter 


To Hear Talk 
The members of the Lincom 


chapter, 
j^jinerican 
Business 


W o m e n's 
Association 
will 


meet for a 6:30 o'clock dinner 
:?n<3 program Friday evening at 
'die University Club. 


A vocation talk by Miss ti- 


freda Bastron-. will be followed 
by an address. "Table Set- 
tings" by Mis. Joseph Wis- 
hart, guest sptwker. The ciub 
will install nevr members, and 
an "earring"' auction will be 
conducted by members of the 
-vays and meanit committee. 


Honor 


JDr 


In post-nuptial courtesy to 


Mrs. Jair.es L. Jungc who. be- 
fore her recent marrizige was 
Miss Ruby Nixon. Mr.'f Bar- 
l'«iia Morris an'' Mrs. Ver! W. 
hinch were ho.-tfj-scs 071 Tues- 
day '.v.ninj: e'. the hmr.c of 
Mrc. 1-inch. Sixtc-t-n sue.'-ts. m- 
c!^a:r.~ fororit;. 
?jFii:V and 


'lose friends it the ho.a'^r'-d 
£-.est. Jr-r f b(X*i mvitea ftv sn 


ct-IJano-ous s hover. 


Prescriptions 


DRUGS 
SUNDRIES 
TOILETRIES 
CAN"DT 
LUNCHEONETTE 


Phone 2-S5&5 


HAL. J. BOWERS 


Terminal Drug 


Trrort BWf. 
1C* & O 


V'f, terve Forrrrvmz Product* 
EXCLUSIVELY at oar Fountain 


Tucson, Ariz. S. Sgt. McKmney 
and his family have been m 
Lincoln but a matter of weeks, 
but they are not strangers. 
Mrs. McKinney attended the 
University 
of Nebraska, and 


hopes to obtain her degree in 
education while her husband 
attends to his Air Force duties. 


The centers of interest in this 


young household are Mike, fiue 
and a half; and Kevin, who 
was celebrating his third anni- 
versary the day we visited with 
his mother. In addition to bak- 
ing birthday cakes and the 
like, Mrs. McKinney enjoys sew- 
ing, reading, and the fleeting 
moments she spends with the 
television world. 


Mr. and Mrs. Walker S. John- 


son and their children^ Marga- 
ret Ann, 14, and Jack, 12, both 
of whom attend Irving Junior 
High School, are newcomers 
from Galesburg. El. As you 
might suspect, Mr. Johnson is 
a railroad trainmaster, and the 
family is making 1965 So. 50th 
their home while in Lincoln. 


The Johnsons are from, St. 


Joseph, Mo., originally, and 
golfing, boating, and the out- 
doors in general are the fam- 
ily's hobbies. 


S. Sgt. John Smith, his wife 


and his 10-month-old son, Earl, 
are more of those pleasant ad- 
ditions to. Lincoln because of 
the U. S. Air Force. During 
the sergeant's stint here, the 
Smiths are residing at 1146 So. 
31st. 
The family was trans- 


ferred here from Merced, Calif., 
but both Sgt. and Mrs. Smith 
are former residents of Sin- 
clair, Wyo. 


Mrs. Richard N. Foreman 


and her children, Ricky and 
Cindy Lou. accompanied by 
Mr. Foreman, arrived in Lm- 


PTA's Plan Programs 


THE PRESCOTT PTA ex- 


ecutive board 
met Monday 


evening at the home of Mrs. 
Sidney Levy to discuss plans 
for the May 11 meeting of the 
unit when life 
memberships 


will be awarded. -Plans also 
were made for a couples' pic- 
nic for the board to be held. 
May 24, and a committee was 


Artist Guild Officers 


At a combination social and 


businei'<s meetms M o n d a y 
at the .borne of Mr. and Mrs. 
Richard Martin, the members 
of the Lincoln 
Artist 
Guild 


named its official staff for the 
coming year. Re-elected presi- 
dem was Mrs. Paul Marti, and 
other 
officers 
included Don 


Ellis, 
firs; 
vice 
president: 


Mr?. Robert Ross, second vice 
prcj-iden": r»Irs. Richard Mar- 
tin, rccorcms secretary: Mrs. 


G. E. Larson, corresponding 
secretary. Named to the exhibi- 
tion committee were Eugene 
Horvath. Mrs. H. W. Cullinan. 
Mrs. Robert Lee. Prof. Duard 
Lagmg. 
and 
Mrs. 
Richard 


Taussig. 


In the picture are (standinc. 


left to fight) Mrs. Stephen 
Brings. Mrs Robert Ross and 
Don" Ell:1;. Seated arc 
Mr*. 


Richard Martin (at left) and 
Mrs. Paul Marti. 


appointed to appropriate the 
Fun Night 
funds toward a 


school project. 


Announcement 
was 
made 


that Prescott PTA stood third 
in PTA magazine subscrip- 
tions in the state. 


Members 
of 
the 
hostess 


committee were Miss Verda 
Metzger, Miss Lanta 
Dales, 


Miss Edna Fuchs, Miss Mary ' 
Ann 
Cornell, 
Mrs. 
Wesley 


Radcliffe and Mrs. Nate Hoi- 
man Jr. 


Mrs. J. A. Elliott presided 


at the meeting of the SARA- 
TOGA 
PTA 
room 
mothers 


Monday evening. A guest at 
the meeting, which was the 
last of the year, was Miss 
Marie Bourke, principal. 


The group discussed plans 


for spring parties and for the 
pre-school registration meet- 
ing to be held at 10 o'clock. 
Friday m o r n i n g . Hostesses 
were mothers of fifth grade 
pupils, Mrs. John Schick. Mrs. 
Loren Stromer, Mrs. Myron 
White and Mrs. Elliott. 


Talks by the eighth grade 


junior civil league candidates 
and a journalism class demon- 
stration 
by pupils of Miss 


Winifred 
Ayers highlighted 


the Tuesday afternoon pro- 
gram of IRVING PTA which 
followed the school's annual 
mother-pupil dessert 
lunch- 


eon. During the short meeting, 
the unit's new" officers were 
installed, after which a pro- 
gram of songs was given by 
Miss 
Ruth 
Haberly's gals' 


chorus and by the seventh 
grade boys" chorus directed by 
Hugh Rangeler. 


Mrs. Jaycees 
To Hold Show 
The regular monthly meeting 


of the Mrs. Jaycees will be 
held at 8 o'clock. Wednesday 
evening. May 12. The program 
will feature a fashion show at 
Ma~ce"s store, with members 
of the group serving as models. 


coin last week end from their 
home at Marietta, Ga., to be 
the house guests of Mr. Fore- 
man's mother, Mrs. Alwin G. 
Amos, and Mr. Amos, and to 
visit Mrs. Foreman's mother, 
Mrs. C. A Reynolds. 


Mrs. Foreman will be re- 


membered as the former Paul- 
ine Reynolds and a member of 
Alpha Omicron Pi at the Uni- 
versity of Nebraska. 


Completing the family group 


at the Amos home this week 
are Mr. Foreman's brother and 
sister-in-law, Mr. and Mrs. 
James Foreman of Santa Mon- 
ica, Calif. 


plans for Saturday, too— The 
group will meet for breakfast 
•at the club at 8:30 o'clock, 
and 
if the 
merry, 
merry 


month of May comes into its 
own between now and then, 
there will be nine holes of golf 
following the breakfast. 


The chairman for the ladies' 


golf activities at the LCC this 
season is Mrs. Irvin Rosewell. 


* 
K 
••* 


BUT back to Wednesday and the 


party this evening for which 
Mrs. William Misko and Mrs. 
Charles Carothers will be host- 
esses at the home of Mrs 
Misko. when they entertain 
in prenuptial courtesy to Miss 
Joanne Lamb whose marriage 
to Richard Mlinar takes place 
later this month. The dessert 
supper guest list will include 
Alpha Omicron Pi sisters of 
the soon-to-be bride who will 
be presented with a kitchen 
shower. 
LWC Leader 


Is Honored 


Mrs. E. Fritz Slagle. outgo- 


ing 
leader of 
the 
Lincoln 


Woman's Club American home 
department, was honored re- 
cently by the members of the 
department at 
a no-hostess 


luncheon held at 
Tillman's 


Cafe. 


Mrs. E. E. Wolfe, outgoing 


assistant leader, presented a 
book, "Leaves of Gold," to 
Mrs. Slagle as a gift from tne 
group, after which yearly re- 
ports were made by committee 
members. 
Mortar 
Plan Banquet 


The 
outgoing and 
newly 


capped 
Mortar Boards 
and 


their mothers will attend a 
banquet at the Lincoln Hotel 
on Saturday evening follow- 
ing the Ivy Day festivities on 
the University of Nebraska 
campus. 


Miss Jan Steffan of Norfolk, 


past p r e s i d e n t of Mortar 
Board, will serve as toastmis- 
tress, and the banquet speaker 
will be Miss Eleanor Knoll, 
regional president of the or- 
ganization. 


Miss Sue B r o w n 1 e e is 


in charge of the banquet ar- 
rangements. 
Jane Jefferson 
May Breakfast 


The members of the Jane 


Jefferson Democratic Woman's 
Club will hold their annual 
May breakfast on Thursday 
morning, May 6, between the 
hours of 9:30 o'clock 
to 11 


o'clock. The breakfast will be 
held at the home of Mrs. J. W. 
Staton, 457 No. 25th St. 


3-3331 Journal-Star Want A(ls Bring Results 2-1231 


ben Simon's 


Sale of Just 39 


Short Coats 


Origiually 39.95 lo 69.95 


Your chance to own a fine domestic wool or one of our 
fine import fabrics, all in attractive styles ... these are 
fabrics that are usually found only in higher priced 
coats! Broken sizes and colors, of course. Siop early 
for this big savings! 
12 High Fashion Long Coats, 
j/ 


Values to 89-95, now 
/- 


Simon's Fashion Fourth Floor 


Price. 


ben Simon's 


>hor Salon. Fifth Floor 


White 


of fool-note- for 


summer cos-luinesl 


I>y Jacqueline 


Wh/.c .? aj-A^-.s fmr-rool lookine, and Ihc perfect 
f rimr^T.Ti' v.-^ suTT.er Dsstels t-r riftrk? ... pictured 
I, ere m .--hell v«- p. slim fceel'd opcr^ of finc.«l imported 
I * ib ".' • 
• r 
"c < o ' 


Mother's Day is May 9 


Gifts from our Accessory Shop, First Floor are a 
delightful choice and every gift is beautifully gift- 
wrapped, with bows, without charge. 


Nylon Batiste Blouse 


Here's a pretty summer suit blouse that's won- 
derfully easy to take care of. Tucked yoke with 
lace trim. White, pink or blue. Sizes 32 to 36. 


595 


Jewelry 


... new . .. different lookim 


Jewelry case... a handy pack- 
able case of rich brocade with 
zipper closing. Black or cream 
shade, 


$4 


New, chunkv styled jewelry in brown, chartreuse 
and delf blue. The choker, $1; Button Earring, $1. 


89; 
Aore««orie§, Street Floor 
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The Brides' Book Says: 


Miss Jo Ann Poison, whose 


marriage to Richard D. Bloom 
will be an event of Monday. 
May 10, at St. Paul Methodist 
Church, 
will be honored on 


Thursday evening when Mrs. 
H. J. Crandall and her daugh- 
ter. Miss Mary Ann Crandall, 
entertain at a dessert supper 
and kitchen shower at their 
home. Twelve guests have been 
invited. 


A bride of June 19 is Miss 


Marian Sadie, who will marry 
Earl Van Steenbcrg of Gothen- 
burg at T r i n i t y Methodist 
Church. Miss Sadie was the 
honoree at a one-gift shower 
and luncheon when a group of 
40 teachers' college women at 
the University of Nebraska en- 
tertained. 


Mi.ss Lillian 
JHuenmk, 
who 


will become the bride of John 
Cyrus, Albion, at an 8 o'clock 
ceremony on Friday, May 23, 


at the College View Presby- 
terian Church, was the honoree 
on Monday evening when Mrs. 
Wayne Haack entertained seven 
g u e s t s at a 
miscellaneous 


shower at her home. Mrs. Rich- 
ard Crom. Mrs. Ear] Woolery 
and Mrs. John Huenink will en- 
tertain in honor of the bride- 
elect 
on Saturday. 
May 8. 


Twenty-four guests have been 
invited to the party, which will 
be held at the home of Mrs. 
Huenink. 


MRS. J. EDMUNDS MILLER 
MRS. L. H. FAIRCHILD 


MRS. P. S. CARTER 


The League of Women Vot- 


ers of Nebraska opened its an- 
nual state convention Tuesday 
morning at the Hotel Corn- 
husker with Mrs. J Edmunds 
Miller of Lincoln, state presi- 
dent, as presiding Officer. 


Following a welcome by 


Mayor Clark 
Jeary 
and by 


Mrs. B. L. Ehrmann, president 
of the Lincoln league, reports 
were made by state officers 
and Mrs. Fritz Craig, chair- 
man of the nominating com- 
mittee, presented the slate of 
officer candidates for the com- 
ing year. 


The candidates for one-year 


MRS. W. B. BOUCHER 


terms of office whose election 
will be held Wednesday morn- 
ing are Mrs. Miller, president; 
Mrs. L. H. Fairchild of Lin- 
coln, first vice president; Mrs. 
Roy Marshall of Omaha, sec- 
retary; and Mrs. David De- 
Wmdt of Omaha, nominating 
committee chairman. Candi- 
dates for two-year terms are 
Mrs. W. C. Whittaker of Lin- 
coln, second vice 
president; 


Mrs. Frank MacKay, Omaha, 
treasurer; Mrs. P. S. Carter of 
Omaha, and Mrs. W. B. Bou- 
cher, Lincoln, board of direc- 
tors. 


Serving as members of the 


Madam Chairman 


MORNING 


League of Women Voters of Nebraska, state convention at 


the Hotel Cornhusker. 


Girl Scout Council, 9:30 o'clock meeting at Trinity Lutheran 


Church, 32th and H streets. 


AFTERNOON 


Girl Scout senior planning committee, 3:30 o'clock at the 


Girl Scout office 


EVENING 


Junior League of Lincoln, 8 o'clock meeting at the Hotel 


Cornhusker. 
Mrs. Jaycees swim group, at the YWCA pool- 
Alpha Phi Alumnae, 7:30 o'clock dessert supper at the 


home of Mrs. James Nicola, 3440 Folsom. 


DuBARRY CLEANSING CREAM 


regularly 2°° 


1 


25 
- 


Gel ilir regular .2.00 jar of landin-TJrh PnP..~rrv 


Cleaning Cream for Dry >kin ... for onK "l.:^! 


This feather-light cream was created by Richard 


Hudnul to sojten the skin a» it cleanses --- to 


•whisk off dirt, grime and make-up in mere second* 
. . . leaving jon with a *park1ing, spanking-clean 


complexion shat actually glow vith freshness! 


Hftn'l //i*/ /<"'? ... 50 hurry! 
77j;> 


OO1.TV5 
>1oor 


MRS. W. C. WHITTAKER 


nominating 
committee 
were 


Mrs. Henry Chnsensen of Fre- 
mont. Mrs. Hale McCown, Be- 
atrice, Mrs. Marshall, Omaha, 
and Mrs. R. H. Mohrman of 
Lincoln. 


The league also will vote 


"Wednesday morning on the 
proposed state agenda featur- 
ing a two-year study of the 
basic tax policies of the state, 
exploiting the possibility of 
broadening the tax base. 


Reports on the recent na- 


tional league convention at 
Denver were given by Mrs. 
Walter Stephenson ot Omaha, 
Mrs. Vernon Bishop of Fre- 
mont, and Mrs. Ehrmann, and 


MRS. ROY MARSHALL 


the afternoon session was de- 
voted to the unit group study 
on primary laws of Nebraska. 


Mrs. "W. B. Boucher served 


as discussion leader and par- 
ticipating were Mrs. David De- 
Wmdt, Mrs. J. W. Bartos, Mrs. 
Charles Coker, Mrs. H. W. 
Brown, Mrs. R. C 
Findlay, 


Mrs. Robert Sakai, Mrs. Roy 
Farrib, Mrs. M. G. Boosahs, 
Mrs. A. K. Donovan, Mrs. 
AVhittaKer. Mrs. John White 
and Mrs. Mohrman. 


Following the close of the 


convention Wednesday noon, a 
post-convention luncheon ior 
the members of the state board 
will be held. 


Convention Speaker 


MRS. 
FRANK MACKAY 


Mrs Roland Mueller is serv- 


ing at. convention chairman 
assisted by Mi's. John Senning 
and Mrs." G. K. Muehlig as 
program 
co-chairmen. 
Mrs. 


George Owens of Omaha is in 
charge of registration, and par- 
liamentarian 
is 
Mrs. 
Roy 


Marshall. 
Flower Show 


The Friendly Flower Club 


of Lincoln will hold its third 
annual flower show next Sun- 
day at the First Federal Build- 
ing \\ith Mrs. V. G. Cheuvrpnt 
and Mrs. D. E. Wight serving 
as co-chairmen. 


The show, which will be held 


from i o'clock to 6 o'clock, is 
"pen to the public and no ad- 
mission will be charged. 


Exhibits will be set up be- 


tween the hours of 10 o'clock 
and noon on Saturday, and 
only amateur gardeners may 
submit entries, with only one 
entry in each class. Entries in 
the horticulture class must be 
raised by the exhibitor. 


"Heralds of Spring'' will be 


the theme of the show which 
will feature Mothers Day ar- 
rangements 
with accessories. 


Table settings with tulips and 
arrangernenis of spring flowers, 
flowering shrubs and minia- 
tures will be stressed with a 
special class for juniors (12 
years old or under) and for 
men only, depicting hobbies or 
sports. 
Group To Meet 


The monthly meeting of the 


Sigma Chi Mothers Club win 
be held Thursday afternoon. 
May 13, following a luncheon 
at the University Club. Dur- 
ing the business meeting, of- 
ficers 
for the coming year 


will be elected. 


Ideal J,ift for 


Mother . . . 


Two £ifts for 
Mother in one 
famous package.. 


luxury nylon stockings 
2 personalized gold initial pins 


Two lovely gifts in one . . . 
Sapphire sheers with the 
personalized fit. 60 gauge, 
15 denier. The other gift, her 
own two initials in golden 
lapel pins, which we'll affix 
to the handsome gift box. 


3 prs. stockings, 2 initial pins 


5-70 


Hosiery, Street Floor 


Addressing the delegates of 


the League of Women Voters 
of Nebraska at the convention 
luncheon Tuesday noon was 
Thomas M. Da\ les. Lincoln at- 
torney and former state legis- 
lator, whose topic was. "The 


Merit System for Selection of 
Judges." • 


Mr. Davies is pictured above 


with Mrs. G. K. Muehlig of 
Omaha (left) and Mrs. John 
Senning of Lincoln (at right), 
program co-chairmen. 


A lovely 
for Mother... 
H! 


"after five" cottons 


H: 
i:: 


Dacrylon 
SLIP 
595 


.sii 


Ideal fcr giving . . . 
you'il Y.-cr.i seveidl 
ior your hnger.e 
warcrobe, ioo. At 
lasi, a slip thai is 
non-static (will noi 
cling!). In white 
or navy, frosted 
•wiih lace. Sizes 32 
to 36 in short 
lengths ... 32 to 
44 :n regular end 
Icng lengths. 


Lingerie* Third 


B 3.3ck rsr.r.t en vh-.te. 


new . . . the 


molded torso . , 


velvet trim. 


f 
Cock:c:l dresses :n pirna 
coiicn -.v;th a 
iace of silk. Nev.- 
sochistication :n the i.lied 
torso, oiolaea over tr.e 
hip and then breckina :r. 
c lul. s.-:.:''- a,ov;-sccoprc3 
bodices crs £cs?d v.'/il1: 
VS'VP'. To :" 


bows. Misses sizes 49.35 
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Browne// Halted From Listing Lawyers Guild As Subversive 


WASHINGTON (1')—The Na- 


1ion.il La \vvirs Guild won 
a 


<ourt 
oidcr 
pieventing 
Ally. 


Gen. 
Biowncll, tempomrily at 


JcuM. fjoin taking stops, toward 
listing the Guild .T» subversive. 


The US Coin I of Appeals, by 


a 2-1 \ otc, said "interests of 
uiMice \\ould be served best" by 
holdmc in abevance a hearing 
mdeiui b\ Biownell until the 
]c)jal issues tan be threshed out 
an*U.S. District Court. 


Brtmnell first announced he 


pioposed to list the lawyers guild 
,is subversive m a speech before 
the American Bar Association in 
Boston last August. He called the 
puild thr legal mouthpiece of the 
Communist Paitv. 


Instead of showing up for a 


hcannfe on the ISMIC the guild 
\\cnttotourt US Disttict Judge 
Richmond B Keeth iciected an 
application for an iniuru.-l.ion 


The Couit of Appeals m its 


decision overturned Judge Kceth 
and dnected that Browncll take 
no further steps until the ease 
has been heaid on its meiits in 
the lower court. 


"We suggest to the District 


Couit that, if the calendar of its 
business pcimits, the public in- 
teiest would be scived if this 
action uiuJd be determined at an 
eaih date," the Couit ol Appeals 
said. 


The Uwycis guild not only has 


cntcied a general denial that it 
serves as the legal mouthpiece 
of the Communist Party, but 
contend? Brcnvncll has prejudged 
the caT 


U S District Judge Matthew 


F McGune, \vho sat with the 
Court of Appeals arid heard the 
ease along with appeals Judges 
Wilbui K Miller and E Barrett 
Picttyman, dissented 


McGune said the guild's claim 


of irieparable injury "may never 


Grand Islander Wins Scholarship 


Kenneth 
W. 
Philbnck 
of 


Giand Island, a junior in the 
College 
of 
Engineering 
and 


Architectuie, was announced as 
a iccipient of a $500 Gericial 
Electtic engmceiing scholaiship 
for the next school year 


Only two such scholarships 


were given for a three-state area, 
which 
includes 
Kansas. 
Ne- 


braska, and South Dakota 


The scholarships aic given "to 


clesci ving engineering students to 
arsist them in their senior year." 


Prof. James W. Ludwickson, 


a university icpresentative on 


result, and if it does, can only 
come about after hearing." and 
then 
only 
if 
that proceeding 


should go against the guild 


the selection boaicl, said require- 
ments for the scholarship in- 
clude that the recipient be in 
the upper quarter of his class, 
have outstanding technical and 
administiative 
potential, 
good 


chaiactei, 
financial need, and 


exti a -curricular activities. 


Philbnck, who Is majoring in 


electrical engineering, is presi- 
dent of Sigma Tau, a national 
honorary scholastic 
society 
in 


engineering, 
member 
of 
Eta 


Kappa Nu, professional electrical 
engineering 
frateinity, 
Amer- 


ican Institute of Electrical Engi- 
neering, Delta Sigma Rho, pro- 
fessional speech society; and uni- 
versity debate team. 


He is the son of Mr and Mrs. 


Flojd E. Philbnck 
of 
Grand 


Island. 


No Appropriation For Postage Fund 
The Lancaster County Board 


decided no emergency appropria- 
tion was needed for the postage 
fund after finding the commis- 
sioncis' 
miscellaneous 
budget 


could cover the expected postage 
deficit. 


Commissioner Chris 
Kuhncr 


estimated the cost of mailing out 
the assessors 60,000 real estate 
icappraisal notices would cost 
$1,800. 


It was pointed out the postage 


fund has a balance of $2,125, in- 
cluding $925 on 
the 
postage 


meter. 


While postal costs may run 


several hundred dollars over the 
budgeted amount, the commis- 
sioner said the deficit could be 
made up from the miscellaneous 
budget. 


Jn other action, the commis- 


sioners flipped a coin on tie bids 
for 20,000 gallons of deisel fuel 
and awarded the contract to Ger- 
big Ol Co., Lincoln, at $.1012 a 
gallon. A tie bid was submitted 
by Wilson-Weaver Oil Co. Other 
bidders were Lincoln Oil Co., 
$.1087; Jacobs Service, $.1024, 
and Kraft Service, $.1043. 


Wednesday on/y/11 


IDEAL 
GROCERY & 


Pet or Carnation 
Tall Can 


$ 
UNBELIEVABLE BARGAINS 
$ 


ClfO Black Ml»»ion. 1 '^ It) 
rlUd pack. Ken. 5«o 
NOW 


UOIICY Clover Tills i<-«r/ 
nUnLI Keu. --Ib. jar OSc 
NOW 
. . . 


RAISINS JeT K,'r""on 


^Oc ID Now J Iba 
. 
*. 


SKIM MILK/r'l':ed.. 


Ret. 3»c l,b 


WHEAT GERM o»rv 


<,<* Mo 


^•^1 Jfc 


* crop* 


if fed - 
25c 


$1 


39c 


Alfalfa Tablet 
$1 


350 for J2 


m 


ifFV 11 Vltuinln cupnulrH 
•VCA Includln* V i t a m i n 


K1J unit fullc aclil 
Our finest cap. 


for Daily Diet »upplfin«i>tatlon. KeK 
100 day Kupjily 
^< O4 


J ) fl«. Now 
. . * 1 iW1* 


IflVII 
M Uur 
flntHl 
JIl-pt>t«nc> 
f l l A"ft NATUKAL. Vitamin c»P- 
«ule KfK W 8«— 100 caps *« OQ 
NOW ^00 
WfclOSI 


DCnilOC Tr>' °"r LOKAL PLAN 


10 d.iys 
C1! EH 


1"G tabs 
vliSIU 


HEALTH 


FOOD 
124 No. 12th, Lincoln 


SERVICE 
Phone 2-7852 


2-3331 Journal-Star Want Ads Bring Results 2-1234 


PENNEYS 


S 
F I R S T 
Q U A L I T Y l 


THUR. 


FRI. 


SAT. 


PENNEY'S 
FAMOUS... 


HIGH 
TWIST 


GAYMODES 


98 


SHEER! STURDY! 
60 Gauge 15 Denier 


Pretty and practical—new 
dull finish nylons in sheer, 
long-wearing high-twist 60 
gauge 15 denier. Glamor- 
ous dark seams. Sizes 8}/£ 
to 11. 
You'll find flatter- 


ing new summer shades. 


STREET FLOOR 


BAG BEAUTIES ... 


IMPORTED FROM 


ENGLAND 


plus 
Ux 


Fashion-styled in 


plastic reptile 
grains, they're 


richly lined with simulated suede, have inside zipper poc- 
kets. Choose from black, cognac, navy, red, gray and tan. 


STREET FLOOR 


PERFECT FOR 


MOTHERS DAY 


GIFTING! 


NO-IRON 


Nylon Tricot 


SLIPS 
398 


So lovely at Penney's . . . 
with lace, net, pintucks, per- 
manent pleats. 
Remember, 


they need hardly any care at 


all—dry 
crinkle-free 
in 


minutes! .. 


Smooth fitting 4 - gore 


ekirt. White or black. 


Sizes 32 to 44 


STREET FLOOR 


». 
! THE GLAMOUR 


RAYONS FOR 
SUMMER... 
WOMEN'S 
DRESSES 
Triple Sheers 
1290 


Triple sheer rayons lake 
beautifully to the l>esl in 
fashion 
silhouettes, 
have 


touches of vhile or glitter 
and, of course each has a 
complete slip in rayon taf- 
feta. 
Beauty at its best in 


Penncy'8 BIG SHOW of 
fashion! 


Also available in beautiful 
printed patterns. 
Sizes ]2 


to 20. 


SECOND FLOOR 


WOMEN'S LACY GOWNS 


OF COOL 


ACETATE TRICOT 


298 


• Cool, 
porous 2-bar 


scetalc tricot lli.it 
fit» and 
wcjr>. like 


n dream, need lillle 
or no ironing. 


• Glowing, 
iewcl-tonc 


color*! 
Manj 


flattering stjles, 


• Sizes 34 to 48 


STREET FLOOR 


WOMEN'S SHADOW PANEL 


COTTON PLISSE 


HALF SLIPS 
198 


• Popular 4 pore 


«ljle wilh elab- 
oulc flounce*. 


• Just hanp up to 


dr>, don't bother 
to iron them. 


• Sizes S, M, L, XL 


STREET FLOOR 


WOMEN'S SHORT GOWNS OF 


NO IRON COTTON 


PLISSE 
]98 


Prettv button 
front 


nightie with pert 
ruffled collar, 
puffed slee»p«. 
Full cut, and it 
ne>er needs ironinjf! 
Colors, Pink, Blue. 
Mai?e or Mint. 
Si?es S, M, L 


STREET FLOOR 


WOMEN'S COTTON PLISSE 


2-PC. SHORT 


PAJAMAS 
198 


• Fine combed cotton 


that's J bree/c to 
•Hash, never need* 
ironing 


• Lace and e»elel 


trim 


• Sires 32 to 40 


STREET FLOOR 


WOMEN'S NYLON TRICOT 


NOVELTY TRIM 


BRIEFS 


98 


Quick, drving 30 
denier m'lon 
tricot 
Frothed with 
mlon sheer, 
ruffle*, cm- 
broidcrj ! 
Elastic Iff 
stjle 


White, Fink 
Sires 5, M, L. 


STREET 
FLOOR 


Women's Cotton's 
CHAMBRAY 


STRIPE 
279 


• Sanfori/cd. mcr- 


ceri/ed. >arn djed 


• Tubbablc as a 


hanlo, tJ>i« Minnncr 
coat drc<» buttons 
down the front. 
Mnart turnback 
cuff*, white c.n- 
bo-M:d colton trim. 


• i.rcon, blue, red or 


Rrc?, 12-20. 
J6',2- 


MEN'S TOWNCRAFT 


COTTON LENO 


DRESS SHIRTS 


IfeSP^i ":; 
.^ 


SanforiT-cd, with fused 


ollars that ne>er need 


starch and barrel cuffs 


\Thitc - Si70« 14-17, 


lengths 32-35 


STREET FLOOR 


GIRLS' 


BOLERO JACKET 
SUN DRESS 


298 


Sizes 3 to 6x 


'• Wee waistlines, 


•whirling skirts and 
m smart bolero add 
up to fashion fun 
Ihclv prints, gentle 


florals . . . all in cotton. 


• Novelty embossed cotton, 


shiny E>crplazc finish 
cottons and many more 


• SIZES 7 to 17 ......... 3.98 


• Se 


GIRLS' 


SMART SPORT 


SEPARATES 


159 


SHORTS 


Sires 7 to 14 


Cotton 
denim 
separates 


|to e>crjwhere 
Choose from, faded blue, 
charcoal, pink, with -white 
embossed cotton and loop 
braid trim. 


MIDRIFF.. 98e 
HAT 98c 


BLOUSE _ 
1-59 


SECOND FLOOR 


WOMEN'S 


COTTON GLAMOUR 


DRESSES 
398 


• Cotton* 
palore, 
whirl 


skirted wonders. s!ee>c- 
Icss 
and in 
glorious* 


prints. 


• Ra-von bembcrj;— 


clatsically s4?-lcd they're 
the drcs-s to fit any 
occasion 


• Junior*. MifScs and 


Half Si7C5 


BUDGET SHOP 


1J.1SEMEXT 


BOYS' 
9f&. 


CO1TON PLISSE 
^L^ 


>ORT SHIRTS xA/^?4 
149 


rm ironing. In^tr-oiit 
Tiirw?*-? %*iln *-j'*r**a<? collar^ 
*horl *?r*-\^*, one pocket 


M71M 2 10 38 


DENIM 


JACKETS 
198 


7«-* 
I In n 


< nlorful Ivilillrd Irjni i» 
«hapr-I«»Winj;. Dnr*-nc 
coml>cd cotton. 


Smooth -working ripper front 


Si/c« 10 to 13 
2,98 


TEVVEVS 


MEN'S 


NYLON REINFORCED 
POLO SHIRTS 


PENNEY'S PENCO 


FITTED SHEETS 


98 


S-M-L 


and c 


neck 


cotton, 


hemmrd bottom 


• Solid color, crew neck 
• "\Viih or withont pocket 
• Boy"? sires 4-16-. - -79c 


' 
STREET FLOOR 


197 


fined lw»tton» 


•lip o-»cr ^our mattrr><- 
rorncT>, hold sheet down 
»o smooth ^on don't r»cn 
ha-»c to iron them. 


• Same reliable quality »> 


Pcnco flat sheets. 


FULL SIZE 
2.13 


THIRD FLOOR 


TAFFETA SPREAD IN 


COLOR LOCKED 


CHROMSPUTN >a 
990 


full 
M«- 


O>roni<-pnn. the nrv 
itiMtrioii< arclalc 


• Ojiiltcd lop. 


ha- 22" i 
crop, cord welling.1 


• Matching Drapes, 


6.90 


THJRD FLOOR 


MEN'S 


GAB VRDINE 


JACKETS 


90 


MEN'S 


COTTON PLISSE 


by' SPORT SHIRTS 


and 


MEN'S WRINKLE RESISTANT 


FLANNEL 


SLACKS 
690 


fluunel tmilrd lo rr»i*t 
wrinklr*. 


• Tl »de »pre*d collar, 


• >5re« X, M. I, M'. 


WT TUOOR 


«martl^ *t»led with 
continnon* wa 
j»nd deep plejite*? front 


• Some «elf belted model* 


29 t« 42 


STREET 


PENNEY'S 


<'PETI SHELL"' 
SHOES 
398 


Prti 


: 
SnperJily 


to fit -»<n>r 


foot »•« * glmr fit* 
i<*nr band, 


In B. 
Mark. hln«-, white 
kid. 


SHOE REPAIR: 


SPECIAL! 


WOMEN'S 


TOPLIFTS 
25 
pr. 


FVST 


VIT 


K E. 
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Chiefs Back In Lead After Edging Sky Sox, 6-5 


Hans Holds 
King Gagne 
To Draw 


By BILL FITZGERALD 


Star Sports Staff Member 


Hans Schmidt, "the man without 


a friend," Tuesday night endeared 
himself to no one in the Fair- 
grounds Arena, but the man from 
the Rhineland almost won the 
United States wrestling champion- 
ship from the People's Delight. 
Vern Gagne, 
before 
a packed 


house. 


The handsome champion from 


the banks of Lake Superior bat- 
tled his way off the concrete floor 
below Prof. Adam Krieger's wrestl- 
ing ring and 
pounded Schmidt 


through the last fall of the match 
to achieve a draw with the chal- 
lenger who came very close to the 
title but failed once again. 


Schmidt won the first fall in 24 


minutes. He stunned Gagne with 
knees and right hands to the head 
and body and attempted to strangle 
the champion with a towel which 
fell within his reach. 


Referee Joe 
Krejci of Omaha j 


was assailed by the choicest words j 
of the largest crowd in many years.' 
The noise could have been greater 
only if those fans who were turned 
away at the door had been able to 
get inside. 


The pin was achieved with a 


body 
press 
following 
a back- 


breaker. 


Gagne came back to absorb more 


punishment 
before 
he 
seized 


Schmidt with his sleeper hold and 
rocked the big European to sleep 
at 21:10. 


In that fall Gagne once again 


was kicked out of the ring and 
suffered heavy punishment as he 
attempted to re-enter. 


Schmidt repelled the Minnesotan 


With slugging and kicking and 
twice sent the champion reeling 
up the aisle of Section "B" where 
the reserve seat fans got a good 
look at the idol of the wrestling 
world. 


A slamming round-house right to 


Schmidt's jaw started the German 
wobbling and he never regained 
his equilibrium until Gagne re- 
leased his limp body in the center 
of the mat following the sleeper. 


Time ran out on the third heat 


but Gagne carried the match an 
extra minute and slammed Schmidt 
about the nng in a gesture of his 
resentment toward his opponent. 


Jim Coffield and Joe Dusek drew 


in one preliminary, and 
Jack 


Pesek, heading for Australia fol- 
lowing the match, pinned Frank 
Marconi in 16.40 and 2:43 in the 
other go. 


Perhaps the announcer expressed 


the sentiments of the Arena crowd 
Tuesday night when, in reference 
to the shower of debris into the 
ring in search of Schmidt, he 
pleaded: "Please don't throw any- 
thing into the ring. You mSy hit 
the wrong person." 


Fremont Golfers Down 
Links In Medal Match 


Lincoln Star Special 


FREMONT—Fremont High de- 


feated the Lincoln High golf team. 
343-384, in a medal play match 
here 
Tuesday. 
Fremont's 
Phil 


Nelson was medalist with a 77 and 
Lee Anderson's 33 was low for 
Lincoln. Scores: 


Phil Nelson (F). 77: Lee Anderson (L), 


83: Gordie Mohrman (L). S7. Clarlc Car- 
penter (F). SS. Duamc ilurohj (F), SS. 
Cordon Hockamcicr (F~>. 
DO- Larry Ruth 
(L); 303. Gary Greunemeir CD, W>. 


WUSTEUN LKACUE 
. . 


Dcnter 
J'ueblo 
Sloun City 
('olorjclo Springs 
Omaha 
. . 


J)e» Molncj. 
Wichita 


\V 
111 
. H 
. 8 
. 8 
. 7 
. « 


s 
. 3 


Vet. 
OB 


.1113 
.333 
.333 
..-,(10 
.429 
.417 
.231 


.-Ha 
.'!'/* 
6 


NATlO.VAIi I.KAGUK- 


W 
L 
I'ct. 


„ 
. 
- 
I" 
C .«25 
llrooklvn 
u 
7 
i5(j3 


Hi. Louis 
j<> 
g 
.-,-,$ 


Cincinnati 
ju 
g 
-35B 


\i-w Vork 
•) 
si .300 


Miliidukec 
. . 
o 
1» 
.400 


ritlskurxh 
. 
. 
0 
9 .400 


A.MEHICAN LKAGUE 


„., 
W 
L 
Pet. 
Chicago 
.. 
.js 
B 
MI 


Detroit 
9 
.-. 
.64:? 


iii 
*f 
2V4 


GB 


Cleveland 
Philadelphia 
New Vork 
Waybill frton 
nallimura . 
Boston 


.Results Tuesday 


W KSTE K X LEA CUE 
Lincoln fi. Tolonido Spring* 3. 
\\iclnlj .",, lU'iucr I. 
Omah.i ."). Pucbln 1. 
Only panics scheduled. 


NATIONAL- I,E.inf;E 


I'hilddelphid 14. Si. Louis III. 
Milwaukee C, Pittsburgh 1. 
Hrookl>n ut ChiejKo, I'pd.. cold. 
>'e« Vork at Cincinnati, I'pd.. cold. 


AMERICAN LKAGUE 
Philadelphia ::, Cleveland '4. 
Chicairo X, Washington G. | 
Baltimore at N«w 
Vork, I'pd., cold and 


Met Krounds. 


Detroit at Button, Ppd., rain. 


SOUTHEKN ASSOCIATION 
\ashtille 3, Little Rock J. 
rtiattanooKd 4. Memphis 2. 
Mobile at Atlanta. Ppd., cold. 
.Vow Orleans at Birmingham, Ppd.. 


AMERICAN ASSOCIATION 


Indianapolis G-Z, Louistille 3-8. 
Kansas City 7-6, Toledo 4-2. 
St. Paul 8-3. Columbus 11-2. 
Minneapolis 8, Charleston <>. 


INTERNATIONAL LEAGUE 
Richmond at Toronto, I'pd.. cold. 
Sjractisp al Buffalo (2), Ppd., cold. 
Rochester 1-1. Havana 4 


TEXAS LEAGUE 


Oklahoma Citj 9. Beaumont 4. 
Jloii'ton 1(1. Dallas 8. 
Tort Worth r>. ^an Antonio 4. 
Tulsa 3, Shrcteport H. 


rain. 


Games Wednesday 


WESTERN* LEAGUE 


Jjincoln at Colorado Springes. 
PCJIMT dt \Vichira. 
Omaha at Pueblo. 
Ues Moine.s at Sioux City. 


AMERICAN LEAGUE 


Chicago 
at 
Washington 
(nichf)—Trucks 


(3-1) 
li. Porterficld (1-?). 


C'e> eland at i'hiUidclpliu Iniuht)—Lemon 


(.1-11) v<,. 
KcMner (2-2) 


Baltimore 
at \c» 
Vork—Turlej (2-1) 
^i. Morean (l-(l). 


Detroit at Boston—Gjr>er (2-0) »s. Nixon 


OF Kieb (D-2). 


NATIONAL LE.iGCE 


Xcw Vork dt Cincinnati (night)—Maxlie 


(4-(l) »j. Perkowski (0-2). 


I'lttMmrgh at Milwaukee Inight)—Furkey 


(1-1) 
\s. Conley (0-1) or Buhl (0-1). 


Philadelphia at St. Louis (night)—Sim- 


mons (3-1) or Dickson 3-1 «. Poholsky 
(U-ID or Miller (0-0). 


Brooklyn at ChicJSiO—Meyer (1-0) or Er- 


skine (2-2) vi. Knsh (1-1). 


Cyclones, Buffs 
Split Twin Bill 


AMES, Io\\a (/P)—Iowa State 


and Colorado split a Big Seven 
conference 
doubleheader 
here 


Tuesday, Iowa State shutting out 
Colorado, 5-0 in the first contest 
and Colorado taking the second 
4-2. 


Colorado Pitcher Don Garra- 


more held the Cyclones to one 
hit in the initial game, a single 
by Bucky Weeden. But Iowa 
State got .four runs in the sec- 
ond on three walks, an error, a 
passed ball, a 'steal of home and 
Weeden's single. 


Colorado got two runs in the 


second game in the third inning. 
Shortstop Jim Nylund drove in 
one run with a triple and Les 
Rich then doubled him home. It 
was Rich's third consecutive hit. 


TheF 


Some Stitches In The Whalebone 


Don Pierce, sometimes known 


as The Great White Whale, is at 
it again. 


This dispenser of verbs and 


nouns in interests of the Kansas 
a t h l e t i c de- 
partment has 
a new subject 
in Bill Keider, 
s o p h o m o r e 
J a y h a w k 
w e i g h t - 
man who re- 
cently emerg- 
ed as shot put 
champion 
of 


the Texas Re- 
lays. 


Calling Nei- 


dcr "Bill Eas- 
Don Pierce 


Ion's new hunk of whalebone."' 
The Whale adds: "You can take 
a step either direction on his 
shoulders, or stand in the shade 
cast by one of his hands," 
| 


Shade is not needed in Kansas i 


these chilly days, so The Whale 
goes further. 
He calls Ncidcr I 


"the most embroidered athlete; 
outside a 
professional 
hockey 


Left wrist—Nine" stitches after 


falling out of the back door of 
his home last 
summer 
while 


toting a 16-pound shot. 


Right arm—Nine stitches after 


being 
lacerated 
on a sideline 


marker during 1954 spring drills. 


Embroider all of these 
t o - 


•ccthcr and you have a ?uy who 
is throwing: the shot over 51 
feet. Stitch that. 


One little-noted item on Bantam 


Ben Hogan, who Lincoln linkers 
will try to whip on National Golf 
Day (June 5). is his camera eye. 


Ben can walk into a room and 


tell at a glance just how and where 
everything is" arranged—or if a 
picture on the wall is even a frac- 
tion off line. 


His vision is the same type that 


enabled Babe Ruih to read a li- 
cence plate a block away or Ted 
Williams to wait until the last 
split second before he commits 
himself to hit a baseball traveling 
90 miles an hour. 


Bobby Reynolds, former Husker 


Phillies 
Outlast 
Cardinals 


Teams Use 42 Men 
In Drawn-Out Game 


ST. LOUIS UP>—Four runs in 


the eleventh inning gave 
the 


Philadelphia Phillies a 14-10 vic- 
tory over the St. Louis Cardinals 
early Tuesday in a 4-hour-31-min- 
ute battle for first place. 


The victory enabled the Phils 


to maintain their National League 
lead while the Cards tumbled 
into a fourth-place tie with Cin- 
cinnati. 


Fifteen pitchers were used by 


the two clubs, setting a new ma- 
jor league record. The Cardinals 
tied a. National League record by 
contributing eight hurlers to the 
two-game mark. 


The New York Giants and Chi- 


cago Cubs used 14 pitchers in 
July 23, 1944, in the second game 
of a doubleheader for the old ma- 
jor league mark. Brooklyn set 
the one-club record, using eight 
pitchers against the Phils on 
Sept. 25, 1946. 


Another major league record fell 


as Cardinal Manager Eddie Stanky 
used 22 players and Manager Steve 
O'Neill employed 20 Phils for a 
42-man total. The old mark of 41 
was held by the .former St. Louis 
Browns and New York Yankees of 
the American League last May 17. 


Phila 
ab h o a 


Jones 3b 
5 0 3 2 


Ashburn cf 3 2 3 0 
Torm-n'n Ib 4 2 10 0 
Ennis K 
Hamper 2b 
Clark rf 
F Buwss 
\Vj rostck rf 
Lopata c 
Morsan ss 
Roberts p 
Sche! 
Drews p 
Konstantj p 
Lindell 
Micciotta 
Penson p 
Miller p 
Ridzik p 
DicksonV 


4 2 3 0 
C 3 4 G 
4 1 1 0 
1 0 0 0 
1 1 0 0 
5 2 5 1 
5 3 3 3 
0 0 0 0 
1 0 0 0 
1 0 0 1 
1 0 0 0 
o o o o 
0 0 0 0 
0 0 0 0 
0 0 1 2 
0 0 0 0 
2 0 0 0 


St Louis ab h o a 


Moon cf 
6 1 3 0 


Schoend'sl b 5 3 5 6 
Mu»ial rf 
j 1 2 0 


Joblon'i 3b 5 2 0 6 
Alston Ib 
5 1 13 2 
Renuhki If 
4 1 1 0 


Grammas ss 2 1 3 2 
Hemus ss 
2 0 1 2 


Rice c 
2 1 5 0 


Lowrey 
1 0 0 0 
Sarni c 
O O O O 


Yvars c 
2 1 0 0 


Haddix D 
2 1 0 2 


Brazle p 
O O O O 


S Miller D 
O O O O 
Fra?ier 
1 0 0 0 
Preikoo 
O O O O 


Lmt P 
0 0 0 1 
Stalo P 
O O O O 


T Burgess 
O O O O 
Deal p 
O O O O 
\\ hite P 
O O O O 


Wright, Bush Yield 15 
Hits; Griffith Tonight 


P i t c h e r Fran 
Hofmaier 


(left), who shut Kansas State 
out with a three-hitter in the 
first game of a doubleheader 


A Meeting Of The Pitchers 


Tuesday, beats Wildcat Pitcher 
Jim Rhoades to first base m 
the 
third 
inning. 
Nebraska 


swept the twin bill. 12-0 on 


Hofmaier's 
performance 
and 


3-0 in the final same on a 
four-hitter 
by 
Dick 
Geier. 


(Star Photo.) 


COLORADO SPRINGS. Colo. W) 


— Liiiwin moved back into first 
place 
in the Western League 


Tuesday night, edging the Colo- 
rado Springs Sky Sox, 6-5, before 
a slim crowd 
of 733. 


C o l o r a d o 


Gov. Tluornton 
presented the 
Sox wifli 
the 


Go v c r n o r's 
Cup before the 
game burt the 
Sox failed 
to 


p l a y 
1 j k e 


cham pio n s 
The cup 
was 


presented 
for 


w i n n ing the ttosrer Wright 
Western 
League 
pennant 
last 


year. 


Although 
they 
touched 
Lin 


coin's 
And.v 
Bush 
and 
Roger 


Wright for 15 ba^e hits, the Sox 
failed to hit in the clutch, leav- 1 
ing 11 men 
• stranded, seven in ' 


the last four innings. 


Geier, Hofmaier Mystify Wiidcats 
Huskers Blank K-State Twice, 12-0,3-0 


probable pitchers: Sky Sox—Walt 
Yowell 
(2-0); 
Lincoln—Charlie 


Griffith (2-0). 
Lincoln 


Hancock 2b 
Jono Ib 
An'son cl-lf 
N'eill If 
Rhodes 3b 
McQu'lcn rf 
F!M«« 3b-cl 
C'alo c 
Hush p 
Wrikh! p 


ab h o a 
.-, ') 0 2 
.J 1 2 4 
!> 1 100 
f. 1 ,-j 0 
- . 2 0 0 
0 0 0 0 
1 2 0 0 
r» o o i 
.-, •', 10 o 
1 -' 0 0 
1 0 0 1 


f" 
Sprm« ah i 


Kahnnicr cf 
Noxa M 
Co>ce 2b 
Crosby Ib 
Rnvnecf 
Ley 3b 
Lmdlevcf 
Wahh c 


Nicholl? p 
.lactnto 
Rudolph p 


_ •>. :; i 
4 0 1 2 
5 3 -' " 
5 1 '.3 0 
4 3 ^ 0 
r, 2 1 0 
',200 
.) 1 i> 0 
1 " 0 'I 
2 1 0 2 
1 0 0 " 
O O O O 


Totals 
42 12 -7 S 
Totals 
40 r, 27 12 


Jjcinto Imvd out for Nicolls in Sih. 


I.mtoln 
211 200 '10-6 


Colorado Srrmss 
201 100 100—T> 


H—Pal-i/Jim. Hancock 2. Anderson. Mc- 


Quillm. C'.ilo. Fahnnser. Bo>cc 3. Liodlc*. 
K—Lo. -Nott 2 Crosbv. RBI—Anderson. 
Nail .J. Hancock. Nona. Rh>ne '. F-ih- 


I r niicr 
21J—Bo>cc. C.ilo 2. N'eill. Lindlc". 


I .tH—FahnnBirr SB—Khvnc. LThdlc>. Jones. 


n—Xoxa. Khvnc 
Lift—Lincoln 12. Colo- 


Mdo Spring 
11 
BB—Rose 2. 
S'.-ol!*. 


Kudolph. 
Buvh 
^O—Nicolls ">. Bu h .".. 


U rii.hi _' 
HO—Rose B in 3. Vich"iU r. 


in '. Bu-h 11 m «-.. WriKht -1 in 2'-. 
It-FH—P.txe 6-1. Nii-holN 0-0. Busn .>-">. 
Wnrfit 00 
\\'— Buvh c?-D I.— ROIL 03). 
t— iVton and Smith T—2'23. A—733. 


Wichita Tips Bears 


WICHITA, Kan. (VPV-Wichita 
^ sjssssja!? ,™s: 


Totals 
4J 18 33 15 
Totals 
42 J3 33 21 


Send! struck out for Roberts in 3rd 
Lindell walked for Konstanty in 7th. 
Micelotta ran for Lindell in 7th. 
Hemus hit by pitched ball for Grammas 


in 7th 


Lowrey lined into double play for Rice 


in 7th 
Frazicr grounded out for S. Miller in 


Sth 


F. 
Burgess hit 
into double play for 


Clark in 9th. 


Yvar* do'ibled for Sarni in Sth 
T. Burgess walked for Staley in Sth. 


Philadelphia 
' 
.. 000 003 502 04—14 


St Loui« 
220 012 021 00—10 


R—Schocndienst 2. Musial 2. Jablonskt, 
Rcpulski. Grammas 2. Rice. Haddix. Mice- 
lotta, Morgan. W>rostek, Hamner 2. Ennis. 
Torceson 3. Ashburn 4. Jones E— Morgan. 
Alston. Jablonski. RBI — Alston 3, Scho- 
endicnst 4. Jablonski 2. Y^ars. Hamner 3. 
Clark 2. TorKeson 2, Ennis 4, Wyrostck, 
Morgan 2 2B—Alston. Jablonski. Musial, 
Rcpulski, Yvars, Hamner. Wyrostek. 3B— 
Schocndienst. Lopata. 
HR—Ennis. 
SB— 
Haddix. 
S—Rice. 
Repulski. 
Ashburn 
Torgeson. 
SF—Alston, 
Ennis. 
DP— 
Grammas, Schoendienst and Alston: Schoen- 
dicnst and Alston, Hamner. Morgan and 
Torgeson; R 
Miller and Jones; Schoeon- 
dienst, Hemus 
and 
Alston. Left—Phila- 


delphia 7, St. Louis 10. BB—Drews 4. 
Penson 1. R. Miller 2. Haddix 3, S. Miller 
1. Presko 1, Staley 1, Deal 1. White 1. 
SO—Roberts 2. Dickson 1, HaddiT 5 HO— 
Roberts 5 in 2. Drews 2 in 3 1/3. Kon- 
stanty 2 in 2/3, Penson 0 in 0 {faced 1 
man in 7th). R Mirer 2 in 1 2/3. Ridzik 
1 in 1/3. Dickson 1 in 3. Haddij S in 
6 1/3. Brazle 2 in 0 (faced 2 men in 
7th). 
S. Miller 0 in 1 2/3. Presko 0 in 0 


(faced 1 man in 9th. Lint 0 in 1/3, Staley 
1 in 2/3. White 2 in 2/3. Deal 3 in 1 1/3. 
R-ER—Roberts 4-2, Drews 3-3, Konstanty 
0-0. Penson 0-0, R. Miller 2-2, Rid7ik 1-1. 
Haddix 6-3. Brazle 2-2. S. Miller 0-0. 
Presko 1-1. Ltnt 1-0, Staley 0-0. Dickson 
0-0. Deal 3-3. White 1-1. HPB—B> R. 
Miller (Hemus). W—Dickson (4-1). L— 
Deal (0-2). U—Stewart. Pinelli, BORKCSS. 
Engcln. T—4-31. A—8.009. 


BY BILL FITZGERALD 
Star Sports Staff Member 


Coach Tony Sharpe on a cold 


Tuesday afternoon called on his 
two left-handers, Frand Hofmaier 
and Dick Geier. to check the de- 
cline of the Nebraska 
baseball 


team, 
and the two Southpaws 


shut out Kansas State twice. 


Stylish 
Fran 
from 
Crofton 


blanked the team from Manhat- 
tan in the opener, 12-0, and Dick 
Geier, Lincoln's strong fastballer, 
stopped the Wildcats on four hits 
during 
falling temperatures as 


the Huskers won their fourth Big 
Seven game of the spring, 3-0. 


The twin victories lifted the 


Nebraska record in the confer- 
ence to 4-4. The season mark is 
8-6. 


Stocky Jim Rhoades, a Wildcat 


lefty who runs to stuff 
rather 


than power, lasted only 3 1/3 in- 
nings against the same hitters 
whom he cooled in Manha'ttan 
last week, 6-0. 


He was clipped for eight hits 


and eight runs, but poor support, 
wildness and Texas Leaguers 
made his performance look worse 
in the record book than on the 
field. 


Lanky 
Fred 
Seger 
hurt 


Rhoades badly 
in 
the second 


when he cracked a hard double 
to left center with the bases 
loaded and the Huskers ahead at 
1-0. Hofmaier .was on by error, 
Dirks Rolston had singled and 
Virg Gottsch had walked to set 
up Seger's three run blow. 


It was the 13th 
consecutive 


game in which the Omaha sec- 
ond baseman had_.. hit safely. 


The game" was" routine -'"after 


White Sox Win 


WASHINGTON (ff>) — Minnie 


Minoso whacked o u t a grand 
slam homer into the left field 
bleachers in the second inning 
to lead the Chicago White Sox 
to an 8-6 victory Tuesday night 
over the Washington Senators. 
Chicago 
ab h o a 


Carres'! ss 4 1 0 3 
Fox2b 
5 0 1 0 
Minoso rf 
Marshall rf 
Fain Ib 
Bo*d Ib 
Michaels 3b 
Groth cf 


• 1 2 3 0 
O O O O 
5 1 7 0 
0 0 1 0 
1 0 1 0 
5 2 4 0 


Wilson If 3 0 3 0 


R Wilson c 4 1 7 0 
Pierce p 
4 1 0 2 


Wash. 


Yost 3b 
Busby cf 
Vernon Ib 
Sicvcrs If 
Vollmer rf 
Runnels ss 
Tipton c 
Fitzg'ald c 
Snider 2b 


ab h o a 
5 0 1 2 
4 1 4 0 
4 1 8 2 
4 2 2 0 
5 1 2 1 
4 1 0 2 
2 1 5 1 
2 2 0 1 
4 0 3 3 


McDcrmotp 1 0 0 1 
Uraphlett 
1 0 0 0 


Marrcro o 
1 0 O 2 


Hodcrlcin 
1 0 0 0 


Totals 
35 S 27 5 


Chicaeo 
Washi-cton 


Totals 
."S 9 27 15 


050 020 010 — R 
000 300 012—6 


R — Carravjucl. Fo*. Minoso 2. R. Wil- 


son. W. Wilson. Michaels. Groth. Busby 
2. Vcroon 2. SICACTS 2. E — Sn>der 2. Foi. 
Fain._ RBI — Minoso 4. Sicicrs 4. Pierce 
2. 
ram. Fiticcrald. 
Vernon. 
2B — Car- 


rasqucl. Minoso. Vcmon. Sicvcrs 
HR — 


Minoso. Sictcrs SB — Michaels. Groth. DP 
— Marrcro. Sn*dcr and Vcmon. Left — Chi- 
caco 9. Washmiton S. BB — McDcrraott 
7. Fierce 3. Marrcro 2 
SO — McDcrmoti 


3. Pierce ~- HO — McDcrmott 5 in 3, Mar- 
rcro 3 in 4. R-ER— Picrcr 6-». McDcrrnoIS 
7-2. 
Marrcro 
1-1 
Wp—Marrcrr-. \V_ ______ . 


3'icrcc 
<?-3>. 
L — McDcnrwKl 
<l-3> 
V — ' ?url>oi-t <l-3> V — WarncSc. 


Braves Whip Pirates 
MILWAUKEE CW-Tbe Milwau- 


kee Braves teed off on ex-team- 
mate Max Surkont Tuesday night 
to snap a four-game losing streak 
with a 6-1 victory over Pittsburgh 
in a game interrupted for 11 min- 
utes' by heavy snow flurries as 
12.383 fans sang "Jingle Bells." 


The 
37 - degree 
temperature 


failed to cool off veteran Warren 
Spahn, who ran his strikeout to- 
tal to 31 for the year by setting 
down an even dozen Pirates. The 
slick southpaw allowed only six 
hits in winning his third victory 
against one defeat. 


The win pulled the Braves out 


of the National League cellar and 
shoved the Pirates into last place. 


Milwaukee ab h o a 


4 2 2 1 
2 1 1 1 
3 1 2 0 
2 0 0 0 
4 3 4 1 
S 0 2 0 
4 2 "• 1 
4 1 1 3 1 
3 0 1 2 


Grieve. Umont. 
A-4.675. 
Berry. Hnrta. T—2:47 


Zernial's Bat Does It 


Pr.tsbureh ab h 


Abrams If 
4 0 3 1 Bruton cl 


Co!e3b 
4 1 0 2 O'Con-112b 


SUnncr Ib 
4 0 7 2 Mathcns 3o 


Thomas cf 
2 0 2 0 Pafkc Ib 


Lvnch rf 
4 1 2 0 Adcock Ib 


Shcpard c 
4 2 3 2 Aaron If 


Roberts 2b 
3 1 4 3 Losan ss 


AIlic ss 
4 0 3 4 Crandall c 


Purkont D 
1 0 0 0 Spahn p 


.Tanowicz 
1 1 0 0 


LaPalmcp 
O O O O 
Cooper 
1 0 0 0 


Kins p 
0 0 0 1 


Totals 
32 6 24 15 
ToiaN 
21) 1O 27 7 


Janomcz singled for Surkont n 
.~ith. 


Cooper fanned for LaPalmc in 7:h. 


Pittsburith 
. . 
."... 1OO OOO POO—1 


Milwaukee 
.. 
.. 
022 OOO 20i—6 


R—Skinner. 
Bru:on. 
O'Connell. 
>!ath- 


cws 2. AdcocV. Ixjsan. K—Roberts. Skin- 
ner 2. Alhc 
RBI—L>~ch. AdcocV. Cran- 


dall. I'aiko 2. I-osan. 28—Shcrard. HR— 
Adcock. SB—Bruton. S—O'ConncIl 
SF— 


Pafko 2. DP—-Cole. Roberts and PVinncr: 
Roberts. Alhc. Sknncr ard Shcr-ard 
Lett 


—Pittsburgh 7. Milwaukee 6. B3—SurkonJ 
2. 
LaPairnc 1- KinK 1. Srahn 3. SO— j 


Snrivonl 2. LaPaimc 1. Spahn 12. HO— | 
5-uikcat 7 in 4. LaPalmc 0 in 2. KirjK 3 i 
in 2. R-F.R—Purkont 4-3. LaPalmc 0-0. 
Kirs 2-1. Srahn 1-i 
W—Sr>£hn C3-1). L— 


Donatelh. Bal- 


that hit as Hofmaier used his 
curve 
and 
fast ball for nine 


strike-outs 
which 
stopped 
the 


Wildcats all the way. 


Don 
Prigmore, 
the 
K-State 


shortstop who beat the Huskers 
with a last inning homer at Man- 
hattan, got two of the Wildcat 
hits. 


A fast right 
hander 
named 


Daryl Parker stopped Nebraska 
with his speed 
and 
a 
good 


knuckle ball the first two innings 
of the nightqap before the Husk- 
ers broke loose for two runs 


Feature Race 
To Buddy C 


Lincoln Star Special 


GRAND ISLAND — Buddy C 


was the surprise winner of the 
Aurora Special, a 6-furlong dash 
for 3-year-olds which was the 
feature 
race at Fonner Park 


Tuesday. 


Buddy C, ridden by Howard 


Gray, paid mutuels of 822.40, 
$9.20 and $5.40. 


The win payoff on Buddy C 


was heavy sugar for the fourth 
day of Nebraska's first race meet 
of the season. Arkansas returned 
$21.20, S13.40 and S6.40 in the 
second race, and coupler! with 
Prince Joy for a S203 daily dou- 
ble The total mutuel handle was 
S66.513. 


First race — Parse S4nn. Claiming, 3- 
j ear-olds and up, 5^: furlonjcs. 
Time—1-:22/5 
Prince Jov (Garroutte) .. 56.80 4 SO 3 40 
Thomas fRettele) 
. 
4.60 3.20 


Busy Pony (Xorris) 
5.40 


Second race — Parse S400. Clalmfow, 
1-j ear-olds and up, 5^£ fnrlongs. Time — 
1.122/5. 
4rkinsa» fGra>) 
. 521.20 
1340.640 
Sihia T fRettele) 
... 
13.40 9.00 
Sues Bov (S. Bird) 
7.60 


Dailv double—S203. 
Third race — 
Piir«c 
541)0. 
Claiming. 


3-jcdr-olds and up, 5^-b forlonies. Time— 
l:122'o. 
Red Ue CRcttelel 
. 
16.60 
4.60 3.20 


Seven Lakes (Santaec) 
. 
12.40 5 60 


Pat A Way (Gaffslione) 
6.20 


Fourth 
race — 
Parse 
S400. Special 


tilth!, maiden 3-} ear-olds and up. 6 f«r- 
nES. Time—1.183/5. 


Indian Sim CAthey) 
S6.SO 
3 60 3 40 


Top Chocolate f Lambert) 
11.SO 5.60 
La Day Lisht (Gras> 
• 7.40 


Fifth race—Pnr*e 5400. 
Claiming. 3- 


»ear-olds and up 51— farlonzs. Time—1:11. 
Ha> Lorcne (F. Bird) 
J7 60 
4.-IO 4.00 


Ci\il Sheriff (LHlium) 
5 40 
4 00 


Gold Hill fCumur.) 
4.60 


Sixth race—Purse StOfl. Claiming. rt-\ear- 


nld« dnd up. r>'« furlono. Time—1:12 2'.";. 
SubjiiR^;c (H-meistcr) 
S5.SO 3.60 3 20 


Toke Ann (Reticle) 
4.40 X !0 


CIUMTV Ripple rTiiccio) 
5 !0 


Scicrith race—Pur<< S*>on. The Aurora 


Special. 
Claiming, 
t-fcar-olds and op, 6 


fnrmnss. Time—1:182/5. 
Ruddr C. (Graj) 
$22.40 
P.20 5.40 


PUKKV B. fHamcistcr) 
1000 5.60 


Dim View (Sajitarc) 
6.60 


Eighth race—Pore Won. Claiming. 4- 


year-olds and op, mile and one-siitfcntb. 
Time—1:54 2/5. 
Sib Bob (GumurO . 
. 15.20 3.50 2 SO 


Grand Zcrtivr CGarronttc) 
4 20 3 20 
Bis RJP (Santase) 
3.60 


and the ball game in the third. 


Catcher 
Murray 
Backhaus 


started it with a sharp ground 
single to left. Geier walked and 
Rolston. the shortstop who has 
shaken his batting slump com- 
pletely, belted a line drive single 
into right field to score Back- 
haus. 
| 


Gottsch lined to deep center' 


and Geier scored the second run. 
Nebraska scored the third run 
the next inning on Pat Mallette's 
walk, Ray Novak's double and a 
fielder's 
choice. 


K-State troubled Geier in the 


seventh on two singles, but he 
worked out of the slight hole for 
his second conference triumph. 


Seger beat out a grounder to 


the shortstop in the fifth inning 
to run his streak to 14 in the 
second game. He has hit 
straight games, 
counting 
the 


final games cf the 1953 season. 


Nebraska 
next 
meets Okla- 


homa A. & M.. 
in 
a pair of 


games here Friday and Satur- 
day. 


First 


K. State ab h o a 
WhiteiTdSb 3 1 1 3 
Pncmore ss 
Reitem'r If 
Hartsh'n Ib 


the way. 


A pair of Colorado Springs er- 


rors 
in the fourth opened the i 


gates for two Lincoln runs which' 
boosted the Chicfe into a 6-3 lead 
and they held on the rest of the 
way for the win. 
I 


Denver's 5-4 Icvs to Wichita 


gave the Chiefs cltoar possession 
of first place 
j 


Lincoln and Colorado Springs 


meet again 
tonight. 


of wet grounds, rain and cold. 


The Indians came from behind 


3 to 2 in the seventh to get in 


Uatl:cx. T—2:27, A—12-3S3. 


Frenchman Signed 
EW YORK 6P) — .MVch- 


PHILADELPHIA f.-P) — Gus maker 
Billv 
Brown 
Tuesday 


Zernial's eighth 
inning single. 


after Joe DeMaeslri singled *nd 
Spook Jacobs 
walked, 
broke 


up a tie ball game and gave the 
Philadelphia Athletics a 3-2 -.\in 
over the Cleveland Indians. Tne I 
' victory went to Bob Trjce. his ' 


! signed France's Jacques Royer 
, io meet Ralph (Tiger) Jones of 
Yonkers. N. Y_ jn a micrle- 
xve:ghl 30 rounder at Ma^son 
Square Garden. May 14. 


"If he doesn't conic apart at 


one of his J4S scams." writes 
The Whale, "he will likely be- 
come the best shot putlcr in Kan- 
sas historr." 


Stilch by stitch, here's the box 


score on Neider. who will meet 
the Huskers' Cliff Dale and Ken 
Hciners in the Bic Seven outdoor 
meet at Boulder, Colo., soon: 


Richt 
knee—44 stitches, fol- 


lowing sur^erv after injury 
in 


1he 
Kansit-Tcxas 
Christian 


football game last fall- 


Scalp—]p, stitches af'cr falling 


off a fire escape as a 11-ycar old. 


Left wrist—five stilchcs after 


pluncins: arm through a class 
door in a hicb school scoffle. 


Rignt 
eloov-—Nine 
stitches 


All-America halfback and now a 
Lincoln insurance man. had that 
vision \vhen he carried the ball. 


V.'hile running full speed wa:h , ",£2?* 
the picskin. he seemed to know ] K««---T_. 
exactly where -every man on the 
f3"ld was located. 


The eves have it. as it -were. 


fourth against no losses this -=ea- 
son, and cut off the Indians" 
streak at six. 


If 


Answering a few questions-. 


Frank Rcnncr asks how much 


j profit 
the 
Milwaukee 
Braves 


made last summer. Ans.: Includ- 
ing roncess3ons and cvrryttnng 


I the Braves made SI .700.000 


i Compare this «v;ih the half .nil- 
l lion they lost in Boston {he yea? 
i preisous 
. To T. R.: Ty Cobb's 


lifetime batting average was 367 
. . . Roeer Hornsby's was 356 . 
•jv, " 
10 
. . . . 
sin] available 3n the Chiefs 


Tln'-v cJ 
r>nllr< rf 
•»!rx-l,JjTnJ ss 
Muchcll 
rorv 
Hreanc 


Glynn 


a> h o a 


• 4 1 2 . " : 
] n n fl 
3 2 : i 
3 fl o n 


4 2 2 O 
A 1 O 0 
•* 0 1 -a 
O O O O 
0 O 0 n 
4 1 9 : 
3 fl 1 1 
1 0 0 0 


.Tjrrtv. 7s 
Vrrur- cT 
7,t~.ial U 
Boll-ore 51 


W S^lnH 


* - 1 1 
1 1 2 .1 
4 1 3 0 
4 1 1 f< 
i n ^ o 


T 1 J! S 
,T 1 .- O 
3 1 0 1 


34S24 31 


OT> 
OOO 


ffv> 
01 1 


R-ncM»rcn 2. Tnct. 


K— ^nfth. 
Rl'I -rhjllri. 
Ro=j~i. 


And 
-.7j.cc.bs DF1—Srirth. 
T. Jj-co!^ »nd P,->11 
and 


after Clipping of* back of a chair 
t Wrilc General Manager Bil] Hsr- 


-IIOT hirh nrir.ting clsss : r^ng al Sherman Field, 
ivm*: ATTTI through a g]a^s — 


rvl— n ?V/t"r.f<: a n d 


fracture af'cr crash- 
ast>ha"l v al] 
'r^m a 


3. Tnc« 3 ?O—G»TCI» 7. Tnct 3. 
—Garcia 5-2. Tncc 
2-2 
B»5*- 


W—Tncc «-«>. 
\j—G*TC» 
'3-31 


A—«.073.' 


U— 


anr. 


R n"i' 


Bf;cr iV/iir.4. ir.to a gravel T'~~ 


Cheek—Five stitches; a::er a 


iXv.V-i collision in 1953 spring 
^•—••T- 


Country Club 


THE 
KIMMEL 


COUNTRY CLUB CO. 


GRAND 
ISLAND 
RACES 


April 29 to May 15 


8 RACES DAILY 


(Except Svnd«r <md Monday) 
mm 
PARK 


l«tc*cd «t Sootfccart 
E4ft «f 


WALLY DeBROWN 


Wonder what happened to 


those three professional s\vim_ 
mers ivho were suing a tele- 
vision c o m- 
pany for in- 
vading t h e i r 
right of pri- 
vacy by tele- 
vising a swim- 
ming 
m e e J_ 


We've n e v e r 
heard of any- 
sports e v e n t 
designed 
t o 


protect 
privacy. 
era! idea -.vhen you're showing 
off your muscles or vour tal- 
ent Inr money is to have as 
tnany people perking as pos- 
sible". Otherwise vou mash: 
ins* as well practice 371 a dark 
room 


If TV" invades spirts pri- 


vacy, what about kibi'.rrrs al 
the" knothole':'' Or or>cn-ryed 
rash customers'5 
If a por- 


forrr.cr can sue when he's 
O3cl:ed ;jp by the inquisi'ive 
ranncra eye. how about the 
oayina clicni who is ir ihe 
blearhcrs 
rating 


Sonctimes :t seems tra 
sr.ce i? iu?t a couple steps- 
ahead of us. 


In Graham, N. C., a year- 


o'A marriage license was re- 
turned with a note, "I'm ?o3ry 
to have to send this paper 
back, but I have been stood 
up." Which is one way of 
losing your standing. Your 
c?r"s operation can lose a lot 
Df clficiencj1 thru the years 
•=o v. ry rot tra-ie it for a latf 
Tj^dcl 
certified 
used 
car 


from De Brown Auto Sales 
your Sfucebaker dealer for 
41 years Comer of 17th & 
N" 2-?075. —Adv. 


Chiefs Add 
Outfielder 


mree runs, on two Denver in- 
field errors, a walk and solid 
hits by Sam Da\id and Lou 
Letlo\v. 


Demer threatened in the 9th 


with two away when Bill Die- 
mer. third Wichita pitcher, got 
wild and walked two. One run 
came in on a single but Rynarcl 


The I relieved and got the side out on 


a bounder to third. 
Denver 
ab h o a 
Wichita 
ab h o a 


Weaxer 2b 
3 0 1 2 


Hertwick Ib 2 0 7 0 
Prescott If 
3 0 0 0 


Ippohto rf 
3 0 0 0 


Gerts'korn c 
Zeller rf 
Logsdon cf 
Polloro 2b 
Rhoades p 
Lairp 


3 2 3 2 
3 0 2 0 
3 0 6 0 
2 0 *> 1 
1 0 0 0 
3 0 0 0 
2 0 2 0 
3 0 2 1 
0 0 0 1 
1 0 0 1 


Game 


Neb 
Ro!«on ss 
Coufal ^s 
Gottsch .Ib 
Brown 3b 
Scger 2b 
Xoiak Ib 
Mallette rf 
Becker rf 
Cederdah! cf 
ThimBan If 
Kor'ek If-cl 
Lohrberg c 
Hotmaier p 


ab h o 


i ^ 0 2 
1 1 0 0 
1 0 1 2 
2 1 0 0 
5 1 2 1 
• 1 1 4 0 
0 0 1 0 
1 1 2 0 
1 1 1 0 
1 1 0 0 
4 2 1 0 
4 0 9 0 
4 1 0 0 


24. 3 IS 9 
Totals 
31 12 21 5 


0 


Totals 
Kansas State 
. . 000 000 


Nebraska 
......... 
150 240 x— 1 


R — Rolston, Coufal. Gotlsch 2. Brown. 
Sciter, Novak, Maliette. Becker 2. Thim- 
gan, Hofmaier. E — Whitehead. Pollum 2. 
Lair. RBI — Thimsao 3 Secer 3, Ccdcrdahl, 
Korinek. Lohrberc. 2B — Setter, Cedcrdahl. 
SF — Thimgan. SB — Mallette. Brown. Cc- 
derdahl. Left — Kansas State 5. Nebraska 
9 
BB— Rhoades 5. Lair 2, Hofmaier 2. 


SO— Rhoades 
2, 
Hofmaier 
9 
HO— 
Rhoades S in 3 1-3. Lair 4 in 2 2-3 
E-ER — Rhoadc< S-4. Lair 4-4. Hofmaier 
0-0. PB — Gerstenkorn. W — Hofmaier. L — 
Rhoido. U — Singer and Harbour. T — 2'00- 


Second Game 


IC-State 
ab n o a 
Nebraska 


iVhiteh'd 3t> 3 1 1 1 Rolston ss 


3 • 1 2 Coufal ss 


R'temeier If 3 0 3 0 Gottsch 3b 


ers'horn q 1 0 2 1 Scser 2b 
teller rf 
3 0 2 0 Ccd'dahl cf 
3 0 2 0 
3 1 S 0 
3 0 0 3 
0 0 1 


LoKsdon cf. 
•Ijcrs 3b 
•len'scv 2b 
D Parkerp 
B. Parker p 
1 1 1 0 


Maliette rf 
Konnek rf 
Xotak Ib 
Becker If 
Rackhaus c 
CIcierp 


ab n o a 
2 1 0 1 
1 0 0 0 
1 D 1 1 
3 1 3 3 
3 1 1 0 
2 0 0 0 
O O O O 
3 1 7 0 
3 i 2 0 
2 1'7 1 
2 0 0 1 


Total* 
24 4 IS 8 


Kan'ij* State 
Vcbraska 
. . . . 


Totals 
22 5 21 7 


000 000 0—0 
. . 
002 100 j -3 


R—Mailcttc. 
Bnckhaus, 
Gcicr. 
rtBI— 


Rohton. Gotisch. Becker 2B—No\ak 
SB 


—Whitehead- 
Kolston. 
Gottsch. 
S—Got- 


tsch. DP—Hcnnessej. Pnitmorc and .'-Uers. 
Left—Kansas Slaic 7. Nebraska 6. PB— 
Dar>! Parker 4. Gcicr 3. SO—D. Parker 1. 
B. Parker 1. Geier 7. HO—D 
Parker 4 


in 4~i, B. Parker 2 in IS 
R-ER—D. 


Parker 3-3. B. Parker 0-0. HBP—Gcicr 
(Gcrstcnkorn). Vt'P—Geicr 
lr—D 
Parker. 


U—Ralph Kcill and Don Carutbcrj. T— 
1.35. 


D'B'n'd'ti 3b 3 2 4 1 


Billy 
Smith, a hard-hitting 


outfielder with Double-A 
ex- 


perience, is the newest; addition 
to the Lincoln Chiefs. 


Smith was purchased outright 


from the Jacksonville. F.'.a.. team 


ic >of the Sally League (Cla^s A) by 


General Manager Bill Hetring of 
the Chiefs. 


Smith and Catcher Walfct Lin- 


den, also obtained from • Jack- 
sonville, are expected to jo4n the 
Chiefs during their current west- 
ern swing. 


Smith, a 
24-year old 
who 


throws and bats lefthanded. led 
the Hagerstown. Md., team £In- 
ter-State, Class B) in 1951 w.ith 
a .373 mark. That average :snd 
his 36 doubles still stand 
as 


league -records. 


The 5-foot 9-inch outfielder., 


a graduate of North Carolina 
State College, batted .312 for 
Hartford of the Eastern League 
(Class A) in 1952. His Hartford 
output included 32 doubles, four 
triples and eight home runs. 


Smith 
played 
spasmodically 


with 
Atlanta. Ga.. (Southern 


Association. Double-A) in 1953 
and batted .246. His contract 
with the Chiefs dictates that he 
play regularly, hinting that Out- 
fielder Gordon Bragg, who has 
been 
a plate 
disappointment, 


will be dropped. Lincoln's cur- 
rent roster: 


Rice cf 
F iSard ss 
Brooke.', c 
Garmon p 
Lehrman p 
Gale;, p 
Browne 


1 3 0 


3 0 1 1 
4 1 7 0 
3 0 0 2 
0 0 1 0 
O O O O 
1 0 0 0 


4 2 2 2 
4 2 7 0 
4 0 1 0 
4 0 1 1 


Wichita 


Lindquist 2b 
David 3b 
Letlow Ib 
La>ton cf 
Mlynarek rf 
Spnngfi'ld If 3 0 3 0 
Honacki ss 
3 0 3 1 


Bareford c 
0 0 1 0 


Rooerson c 
4 0 8 0 


Pipak p 
O O O O 


Young p 
2 1 0 1 


Diener p 
1 0 0 0 


Bow d e n 
O O O O 


R.Miard p 
O O O O 


Totals 
30 4 24 7 
Totals 
31 7 27 7 


Demer 
200 100 001—4 


Wichita 
. 020 000 30\—5 


E—Mlynarek 
Carman. Figard. Lehr- 


man. 
R—Roberson. Bow den. Springfield, 


Honacki. Kite 
Weaver 
HerUMiA 
Lind- 


<juist. 
RBI—Brookey. Di Benedetti. Da- 


vid, Lindquist, Letlow,2B—David. Young. 
Letlow. 3B—Rice. Sac —Hertwick, Und- 
aiiia 
SF—Tppohto. Lindquist DP—De Be- 
nedetti. Weaver and Henwick. 
Left- 


Denver 3, Wichita 8. BB—Off Galey 2. 
Pipak 3. Young 5. Dieraer 2. 
SO—BV 
Garmon 6, Young 4, Diemer 4. 
H—Off 


Pipak. none 'n none (none out in 1st in- 
ning: Young, 3 in 7; Garmon. 5 in 6: 
Diener, none in 2/3; Rvnard, none in 1. 
R and ER—Off Pipak 2-1, Young 1-1, 
Garmon 5-3. Winner—Young tl-2). L"— 
Toole and Kozy. T—2.53. A—496. 


Pitchers: 
Norman Brown. 
Andy Bush. 


Roscr Wrisht. 
Bob 
Mathieson. 
Georce 


Dries. Vance Carlson, Bob Bandclier and 
Charley Griffith 
Catcher*: 
Walt 
Linden, Frank 
Calo, 


flalph Kennedy. 


Infieldcrs: Johnny Jones. Fred Hancock. 


Tarlos 
Santiago, Julio 
Palacuni, 
Dusty 


Rhode-:. Larry Nral. 
Outfit!der« Glen McQuiIlcn. Tom Xeill. 


Rill> Smith, Gordon Brass. Andy Ander- 
son 


IMtcher-mfielder: Manascr U hitcy Wictel- 


mann. 


Saddler Meets Algerian 


NEW YORK (JV—Featherweight 


champion Sandy Saddler of New 
York 
and 
lightweight Hoacine 


Khalfi, 
Algerian 
lightweight. 


Tuesday were signed to meet in 
a non-title ten rounder at the 
St. Nicholas Arena. 


Omaha Edges Pueblo 


PUEBLO. Coo. (.•?) — A leaky 


Omaha defense staked Pueblo to 
a 3-run lead at the end of the 
third inning, but the Cardinals 


came back to score a 5-4 West- 


• ern League victory here Tuesday 
night. 


Omaha went ahead to stay 


ivith a 4-run uprising in the sev- 
enth inning and clinched the 
v! in with a single tally in the 
eftfhth. 
CXmaha 
Eliv2b 
VuVto If 


•Cm > r: 
Wallace Ib 
Manlrss 
Drak; c 
)esoin-a 3b 
Fitter v» 
'tar 
A '<3"son 


D 


abh o a 
3 1 2 4 
3 1 3 0 
4 1 1 0 
1 0 1 0 
4 1 100 
O J O *> 
4 2 7 1 
3 0 1 5 
2203 
O O O O 
O O O O 
1 1 0 0 


Pueblo 
Wills 3b 
Schr'er « 
Storck rf 
Abcrson If 
Alvarez cf 
L%nk Ib 
Turner c 


ab h o i 
j I 
I J 
5 0 1 2 
5 2 J 0 
5 1 2 1 
5 0 4 0 
4 1 7 0 


_ . . .. 
2 1 3 0 
C. A'd'n2b 2 1 5 3 
CerJlo p 
2 0 0 0 
Zacharp 
O O O O 
Saurezp 
1 0 0 0 


Totals 
27 S 27 15 
Totals 
36 7 27 9 


Kciiua" announced as baiter for Filter m 


thAnders»>rt walked for Kcistcr in 7th 


Omaha . . . . 
. 000 000 410—5 


Pueblo 
. 
... 102000001—t 
K—Hopkins. 
King. \Vallace. 
Majer. 
Drake. S.'AJck. Wills. Lynk, Abcrson. E— 


otto 2 
Wallace. Drake 2. Desousa 2. 
JBI—\iotlo. Drake 2. Schrocdcr. Abcr- 
on 3b—I'Jorck 
HR—Aberson. SB—Hor>- 


; 2. M n-cr. L*nV 2. Turner S—Kinp. 


Desousa. C.7P1C. SF—Violio. DP— Schrfx.- 
r. G Antti rson. L»nk 2 Abcrson. Schroo 
r 
C. Anierson. L>nk. Left—Omaha 6. 


'ucblo 
11 
BB—Suarez 2. 
Ccplo 
•». 
Zachcr 2. p'utcr 5. SO—Ccplo 3. Suartj: 
Fitter 4. -J lolbneworth 3. HO—Ccplo 


5 in 6H Su.ircz 2 in 2S. Holliniorwonh 


in 3 ZacluV 0 in 0 (faced 2 njcn m 
'th). Ftster 3 in 6. R and ER—Ccplo 4 aad 
;. Suarcz 1 and 1. Kollinesworth 1 and 1. 
tocher 0 and tt- Fistcr 3 and 0. wp— 
Zacbcr. W—Fi«T U-l). L—Ccylo (1-1X. 
•Mann. BurhRrt. T-2:52. A—«37. 


Year after year...its cheerful 


goodness makes it the 


WORLD'S 


LARGEST SELLim 


V 


KENTUCKY 
WHISKEl 


Sunny Brook 


„„ 
. ,M .. ,, 
,. 
BRAND 
"Cheerful as its Name 


Millions say, "Make mine Old 


Sunny Brook," because of its 


quality and goodness. Why not 


make yours Old Sunny Brook, too? 


BOTH 
86 P3OOF. 
KENTUCKY 


ED. PHILIPS < 


BLENDED 
WHISKEY CONTAINS 50% GRAIN NEUT3AL SPBITS 


, SONS CO.—EXCLUSIVE DIS73Z3U7OBS—OMAHA 


18 THE I 
\ STAtt 
Wednesday. May 3, 1954 


Records foil In Clusters At Doone Meet 


Lincoln Star Special 


CRETE—Marion Hudson of Dana 


was the individual star as athletes 
from 
26 colleges and junior col- 


leges representing six stntc.s made 
a large-scale assault on the Doane 
Relays records here Tuesday. 


Hudson, a spohomorc star from 


Blair's D;ina College, won the 100- 
yard clash, the brotid jump and tied 
for first in the high jump. He set 
a new record in the broad jump. 


Nebraska college athletes scored 


heavily in the college division, but 
Gracciand's invaders from Kansas 
dominated 
the 
junior 
college 


events. 


Lee Locwen of Mankato. Minn.. 


Teachers turned in the day's best 
performance, getting over the high 


hurdles in a record :14.8 during 
the morning preliminaries. How 
ever, he lost to Omaha U's Bil 
Burke in the finals. 


Miss Betty Weed of Doane was 


crowned queen of the 1954 Doane 
Relays in ceremonies held at the 
night session of the meet. A mass 
band concert was presented by 750 
high school musicians. 


COLLEGE DIVISION 


Jiroud Jump—Won by M.-irion Hudson, 


llanii: -~- Kunvnv 
McCuc. 
IlnsJinK,: 3— 


IHm I'riTichs. Mankato: 4 —Mill Johnson, 
Kcarno: :%—-Kayo Mcflillivary. Kort Hays. 
Distance—iiU-ltl'.i. 
(New 
record. 
lietters 


old mark of '£l-\ 'i-. set by Carpenter of 
McPhrrson in lH."i2). 


DKeus—U'nn 
by Doyle Kyle. Kearney: 


2—Ron 
Mines. Doane; 3—Shelby 
HriKht- 


\vfll. 
Central Mo.: 'I—Stun 
Moore, Fort 


Hnys: 
f>—Norm 
Clascn, C'oncordia. 
Dis- 


tance—132-3. 
. 


Sauer-Bauer Confusion 
Cleared But Yanks Mad 


... 10 Names Added To List 


By The Associated Press 


New York Yankee officials Tues- 


day charged the House Armed 
Semces Committee with "reck- 
lessly bandying around names" and 
"placing innocent persons under a 
cloud" 
follow- 


ing its listing oi 
athletes' names 
including that 
of Yankee Out- 
fielder H a n k 
Bauer, a» hav- 
ing been cod- 
dled 
by 
the fi 


Army. 


Rep. 
H e s s 


(R-0> l a t e r 
corrected 
the 


list, na m i n g 
Hank S a u e r, 
Hank Bauer 


Chicago Cubs' outfielder instead 
of Bauer, a Purple Heart Marine 
veteran of World War II, but that 
failed to pacify the Yankees. 


"It seems shame." one Yankee 


official vehemently declared, "that 
7-esponsible people in Washington 
should so recklessly bandy around 
names and place innocent persons 
under a cloud without checking 
thoroughly." 


Yankee General Manager George 


Weiss was so 'disturbed by the 
subcommittee's release of Bauer's 
name that he called a press con- 
ference and delivered a written 
statement giving Bauer's service 
record in detail. It showed that 
Bauer served four years in the 
Marines, from 1942 through 1945, 
earned 11 campaign ribbons, two 
Purple Hearts, two Bronze Stars 
and took part in four island inva- 
sions in the South Pacific. 


"It is felt by the Yankees," 


Weiss' statement read, "that the 
fact Bauer had been included de- 
serves an immediate and complete 
retraction by those persons in- 
volved." 


Hess listed 10 new names 


Tuesday, including: Ollie TVlatson, 
f o r m e r All-America 
football 


player, as figures in the investi- 
gation. 


The sports list now totals 20.- 
Hess said complaints have als» 
been made that singers Eddie 
Fisher and Vic Damone were 
given special consideration while 
serving in -the armed forces. 


Altogether, he said, the sub- 


committee has received reports 
on about 100 well-known per- 
sons, mostly athletes. 


Emphasizing that 'the athletes 


themselves are not under suspi- 
cion. Hess said the Army in- 
formed ."him it has decided to 
keep a close check on sports 
figures.as they are inducted and 
assigned to military duties "to 


Guard 
against 
special 
asign- 


ments." 


Hess said the list of 10 new 


names, compiled by subcommit- 
tee investigators on the basis 
from complaints received 
from 


various sections of the country, 
included the following athletes: 


fia»eball—Hank 
Saucr, 
Chicaso 
Cubs 


slupRcr; Don Ncwcombe and Irv Palica, 
Brooklyn pitchers. 


linxinK—Joe Jliceli, New 
Vork 
•veltcr- 


wciKht. and AI Sinucr. 


Football — Frank Spaniel, formerly of 


Notre Dame, and OIUc Matson. San Fran- 
cisco Forty-Xincrs backfield star. 


Oolf—Ken 
Vcntiiri, 
California 
amateur 


star and Walker cup player. 


Basketball—Dick 
Groat, 
former Duke 


University star; Larry Hennessy. 
formerly 


of Villanova (Philadelphia), now the prop- 
erty 
of 
the 
Philadelphia 
Warriors 
pro 


basketball team. 


Wriht 


1. Famous sbank helps preserve 
natural arch. 2. Mclatarsal 
raise helps Histribute -weight 
naturally. 3. Flat forepart helps 
foot exercise naturally. 4. Heel- 
to-ball filling—shoe fits 
to nalurJi fool action. 


XYLON 
MESH 


IF 


AAA io D 
Sizes lo 14 


-want more 


than good looks 


Poofer/e 


BUILDING 


fmr*,H*N&5 


Kid Signs 
Saxton 


PHILADELPHIA 
(JP) — 
Kid 


Gavilan will defend his welter- 
weight 
boxing 
championship 


against Johnny Saxton in late 
June or early July in Philadel- 
phia under a contract that does 
not assure him a return bout 
should he lose. 


Promoter Herman Taylor an- 


nounced .he would stage the 15- 
round title contest at 
Connie 


Mack Stadium . in conjunction 
with the International Boxing 
Club of New York. The promoter 
said final details of the bout, in- 
cluding the date, ticket prices, 
television and radio broadcast, 
will be made within a week to 
10 days. 


The lack of a return bout 


clause—quite unusual these days 
in title fight contracts—pointed 
up several possibilities: 


1. The Cuban Kid may call it 


quits in the ring if he loses to 
Saxton. confirming reports Gav- 
ilan is ready to call it a career. 


" 2. Gavilan is taking the fonrth- 
ranking welterweight title con- 
tender lightly. 


It is known that Frank Werner, 


Pennsylvania state athletic com- 
mission chairman, is against re- 
turn bout clauses. 


Lincoln High Tennists 
Humble Fremont High 


Lincoln Star Special 


FREMONT—The Lincoln High 


tennis team sv.-ept the singles and 
doubles here Tuesday afternoon 
and defeated Fremont High, 7-0. 


An Weaver (L) defeated Zcke MiJbaum. 


7-5. 6-4. 


Bill North (U 
defeated Roland Hull. 


6-0. 6-2. 
Jack Clark (L> defeated Milan .Ichnson, 


6-1. 3-6, G-2. 
Larry Gottula (L) defeated Larry Shaw. 


2-6. 7-5. 6-4. 
Ed Haas (L) defeated John Ratr.-ell, 6-1. 


6-2.Weavcr-Gottula 
(L> 
defeated 
.lohnson- 


Shaw. 6-S. 6-1. 6-0. 


North-Clark (L) defeated 
Mi!baum-Kull, 


6-1. 6-2. 


Rockets Postponed 


The Northeast-Tecumseh base- 


ball 
game, 
scheduled 
to 
be 


j played Tuesday afternoon on (he 
Northeast diamond, 
has been 


postponed 
until Thursday 
be- 


cause of wet grounds. The Roc- 
kets battled Tecumseh to a 1-1 
tie in eight innings last week. 


Hhol iiul— Tie for Ut and 2nd between 


I'-UKi'm1 FJdiarly. llaMinio, and (ji'ne Tur- 
ner. 
Kearney; 3-Glen 
Hohde. 
Kearney; 


4 — \V. Ilenke. Wayne; 5— Mel Cliristensen, 
Korl 
I lay*. Distance— 40-.S. 


High Jump— Tic lor 
1st. 2nd, 3rd and 


4lh 
iimoiiK 
Gene 
Anderson. Fort 
Hays; 


Hoxer Uunbier. Omiiha 
U.; Norm J,asto- 


vica. Doane; and 
Marion 
Hudson. Dana: 


tie . 
. 


tie for 
Tith amonu IAT Loewen. i.Mankato; 


Kord Karhcr. Fort I lays: and Glen Troyer. 
Kearney. Height— <i-2l>i . (New record. Hel- 
lers old record of Ci-I *1 held by Anderson. 
Fort 
Hays; 
Clarence Conk. Doane: and 


.John Harden, Nebraska Wesleyan in IDIi:!), 
1'olc 
»uult — James 
.Montiiomcry, Fort 


Hays: 2— Halph 
I'lirccll. Fort 
Hays; tie 


for 3rd. 4th and Tith anionu Glen Troyer. 
Kearney; Charles Cookson. 
Hastinns: and 


Jake 
Moser. 
Hastinns. 
Heiuht — 13-»i. 


(New record. Betters old mark of 13-»«. 
set by Glac McDonald of Idaho Slate in 
lil.-il.) 


JtHI-jard dash— Won by Marion Hudson. 


Dana: 2 — Keith Wollen, Doane; 3 — Kayo 
McCillivary. ^ort Hays; 4 — Harry Jansen. 
Cenlral 
Mo. 
(Only 
four places awarded.) 


Time— :1 0.3. 
lid-yard 
hich 
hurdle* — Won 
by 
Bill 


fiarnes. Omaha U.: 2 — I,cc Locwen. Man- 
kato: 3 — Lyle McLauphlin, Mankato; 4 — 
Hoy Ruben, Central Mo.: 5 — Hobert Was- 
inttcr. Fort 
Hays. Time — :15.5. 
CLoewen 


set new record of :14.8 in preliminaries. 
bcttcrinK old mark of :l.r).4 by Dale Car- 
penter of Mcl'herson in 19r)2.) 


•1411-jard relay — Won by Fort Hays; 2 — 


Kearney: 
3 — Hastings: 
4 — Doane; 
0 — 


1'eru. Time — :44.2. 


Distance medley relay — Won by Kearney: 


2 — Fort Hays: 3 — -Central .Mo.: 4 — Hast- 
ir.xs: 
5 — Concordia 
of 
Scward. 
Time— 


Si'i'le relay—Won by Omaha U.: 2— Fort 


Hays: 3— Tarkio. Mo.; 4— Wayne: tie for 
fith between Nebraska Wesleyan and Doane. 
Time— 3:26.3. 
880-yard relay — Won by Fort Hays: tie 


for 2nd and 3rd between Peru and Hast- 
jn(!S: 4 — Dana: 5 — Doane. Time — 1:32. 
Sprint medley relay — Won by Omaha U.: 


•j — Fort 
Hays; 
3 — Mankato; 
4 — Wayne: 


5 — Kansas Wesleyan. Time — 3:40.9. 


JUMOK COLLECK DIVISION' 


120-yard nich hurdles — Won by John Wal- 


dcn. Graccland: 2— Bill Brockhaus. NorfoU; 
3_Bob F'cterson. Norfolk: 4 — Hahn. Mc- 
Cook: 0— Chuck Hushes, Graccland. lime 


imi'-y'ard dash — Won by Jim Clark. Gracp- 


uand; 2 — Walt Denny, Garceland; 3 — \\il- 
land: 2 — Walt Denny, Graceland: .'J — W il- 
lard Price. Fairbury: 4— Bill Kenos. Nor- 
folk; o — Gerald Kareller. Norfolk. Time — 
'10 5 
•l-m-yard relay — Won by Graceland: 2 — 


Norfolk: 3 — McCook: 4— Luther; 5 — Fair- 
bury 
Time — :-16.S. 
Mile relay — Won by Graceland; 2-r-Mc- 


Co'ok; 3— Norfolk; 4— Fairbury: o— Luther. 
Time — 3'3-i 2. (New record. Betters old rec- 
ord of 3:40.7. set by Scottsbluff in 1951.) 


SRO-yard relay — Won by Graceland: 2 — 


Norfolk: 3 — Luther; 4 — Fairbury; 5 — none. 


Sprint "medley' relay — Won by Graceland; 


•> — McCook: 3 — Fairbury; 4 — Luther; 5 — 
Norfolk. Time — 3:03.2. 


Snt put — Won by Leland Thurin, Fair- 


bury; 2 — Gram 
Salzman. Graceland: 3— - 


Larry 
O'Donnell. McCook: 4 — Jack Lar- 


son, 
Graceland: 5— Gordon Benson. Fair- 


jury. Distance— 41-5 '.i. (New record. Bet- 
ters 
old 
record 
of 41-1 =» 
set 
by 
W. 


Palmer of Garden City in 1952.) 


Hicl) jump — Won by Keith Richardson, 


Fairbury; 2 — Ralph Poison, McCook: 3 — 


im 
Daumc, 
McCook; 4— Ron 
Nybcre, 


Xorfolk; tie for 5th among Paul Kucera. 


'airbury; Don Nybers. Norfolk: and Bill 


Johnson, 
Graceland. Height — 6-1%. (New 


•ccord 
Betters old mack of 5-1 1 Vi set by 


R. Reed of McCook in 1949.) 


Discus — Won by Larry O'Donnell, Mc- 


Cook; 
2 — Leland 
Thurin, Fairbury; 3 — 


Russ Hampton, Graceland; 4 — Curt Hcm- 
stocfc, Graceland: 5 — Jim Laflear, Norfolk. 
Distance— 123-7 r». 
Pole 
vault — Won 
by 
Chuck 
Hughes. 


Graccland; tie for 2nd and 3rd between 
RoEcr Wilmot, Graceland, and Keith Rich- 
ardson. Fairfaury; 4 — Don Dcslazer, Fair- 
bury: tie for 5th between John 
Miller, 


Norfolk, 
and . LaMoine 
Tisler, Norfolk. 


Height — 12-%. (New meet record. Betters 
old mark of 11-3% set by J. Hawkins of 
Scottsbluff 
in 1951.) 
Broad jump — Won by Ken Cross, Mc- 


Cook; 
2 — Larry 
Salter. 
Graccland: 3 — 


Keith 
Richardson, Fairbury: 4 — LaMoine 


Ticler, Norfolk; 5 — Paul Kucera, Fairbury. 
Distance— 20-2 ^ . 


Queen Of The 


Miss Betty Weed, freshman 


from Alliance, was crowned 


Doane Relays 
queen of the Doane College 
Night Relays Tuesday night at 
Crete. (Doane College Photo.) 


Bowling Results 


I'lO.YEJBK LEAGUE 


Cooch .Mill 4. Employment Security 0: 


Ben's New Way 3. Peterson Construction 1; 
Lincoln Wheel and fj'rake 2, Miller & Paine 
2; F. D. Wilson Sales 3, Peterson Sod. J. 
HIGHS—Ind. 
same. 
Wayne 
Stranathan. 


234: Team series. Ben's New Way. 2,490: 
Ind. scries. HcinbiBner. 5S9; Team game. 
Peterson Construction, f!32. 


SI'OIITSMAX LEAGCE 


Colin Electric 2. Golds No. 2 1: Krafts 


Service -.2, Gas Service 1: Schwindts 3. 
Golds No 1 0; The Gas Co. 3. Monte & 
Sons 0. HIGHS—Ind. same. W. Scott, 231; 
Team series. The Gas Co.. 2,497; Ind. 
series. W. Scott, 580; Team game. The Gas 
Co.. S93. 


1VJESTER.V ELEC. MEN'S LEAGUE 
Adjusters 3. 5-B's I): 700 Club 2, Switch- 


men 1: Merchandise 2. Works Service 1; 
Pre-Adiust 2, Spoilers 1: Ringer 3. Po- 
tents 0. HIGHS—Ind. same. W. Schlerel. 
22]: Team Scries. 
Adjusters, 2.6S7: Tnd. 


Series. F. Matousek, 55S; High team panic. 
Pre-Adiust, 957. 


MIXED 4 LEAGUE 


Gaylor 2, Show-alter 1: Selk 2, Strouds 1; 


Thompsons 2, Sonowskis 1. 


Nebraska .Golfers 
Defeat Washburn 


The 
University of Nebraska 


golf squad bumped 
Washburn, 


9i/2-2y2, in a dual match at Hill- 
crest 
Country 
Club 
Tuesday. 


Three Nebraska golfers shot in 
the low 70's. Results: 


Dick Anderson (N), 74, defeated Paul 


StiRall. 87. 3-0. 


Jack Moore (X), 73, defeated Bob Schu- 


mackcr, S3. 3-0. 


Herb Mayer GO, 73, defeated Bill Barter, 


81. 3-0. 
Randall Murphy (W), 78, defeated Tom 


Tolen, 81, 2Vi-',i. 


Omaha University 
Nips NW Tennists 


Omaha University beat Nebraska 


Wesleyan, 4-2. in a dual tennis 
match Tuesday. George Stephens 
won a long deuce set from Don 
Blocker to become the only single 
winner for the Plainsmen. Results: 


George 
Stephens 
CW) 
defeated 
Don 


Blocker, 6-1. 11-9. 


Carl Carlson CO) defeated Bill Hill, 6-4, 
6-1. 


Bill Fcdderscn (0) defeated Dick Beish- 


line. 6-2, 6-1. 


Don Fisher (0) defeated Gene Braymen, 


Blocker-Fisher 
(0) 
defeated 
Stephens- 


Braymen, G-2, 6-3. ' 


Hill-Bcishline 
fW) 
defeated 
Fcddcrson- 


Howard Larimore. 5-7, 6-4, 6-4. 


City Softball Teams Set 
For Play In 5 Classes 


At a meeting of City Recrea- 


tion Softball League representa- 
tives held at City Hall Tuesday 
night, 32 teams were assigned to 
classes and opening date for the 
1954 
season was set for May 17. 


The teams by leagues: 


AAA—Strauss Bros.. Tillman's, Dan's, 
VFW 131, City Merchants, Holland Lum- 
bei, 98th Air Refueling Squadron, Lin- 
coln Merchants. 
AA1—Goodyear, Ace Plumbing, State 
Farm Ins., Telephone Co., Hardy's, 
American Lutheran, Kraft-Taylor. 


AA2 — Eckhard 
Service, 
Continental 
Trailways, Gas Co., Citizens' State Bank, 
Jaycees. Blackbird Foods, VFW 8009. 
Van Sickle 
Al—North 27th St. Merchants, Jaycees, 
Havelock, Northern Natural Gas, Jensen 
Builders, Central Church. 
A3—State House, Soil Conservation, 
Blatz Beer. 


New short drink that's long on flavor! 
Calvert"Lo-BalT 


Tastier! Less-Filling! 


Smoother,Going Down! 


Askyourbarmanforthenew, 
more satisfying, flavor-rich 
Calvert "Lo-BalT (a short 
hi-ball). It's easy to make at 
home, too, but be sure you 
use Calvert for that extra 
smoothness going down! 


COMPARE...and you'll 


SWITCH TO CALVERT! 


-•ALVERT RESERVE BLENDED WHISKEY-86.8 PROOF_65% GRAIN NEUTRAL SPIRITS. CALVERT DISTILLERS CORP., N. Y. C. 


^^^^Mj^^^S^^^^^^"'"^^^" 
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• " 


- 
J 
i 


er 
«ith 


Watcr- 
travel. 


UNION PACIFIC 
^^ 
— ~»-y>:- 


NOW... ttDKAl TMVH TAX 


RfDUCED OW-TH/RD 


FAMILY FARES introduced 
by Union Pacific make it possible 
for two or nx>re travelers to econo- 
mize on train fares. Ask for com- 
plete information. 


CITY TICKET OFFICE 


234 So. 13th St$et, Phone 2-6517 
| 


Lincoln 8, Nebr. 
] 


Bums Lose 
Campy For 
3 Weeks 


BROOKLYN (JP) Roy Campen- 


ella, the Brooklyn Dodgers' slug- 
ging catcher, underwent a suc- 
cessful operation today for the 
removal of a bone chip in his 
left hand. 


The operation was performed 


by Dr. Herbert Fett, orthopedic 
specialist at Long Island College 
hospital, who assured Dodger of- 
ficials that Campanella would 
not be lost for more than three 
and a 'half weeks.. 


Dodger 
vice-president E. 
J. 


(Buzzie) Bavasi 
acknowledged 


that the Negro star would be 
missed but "the doctor told us 
not to be surprised if Campy is 
back in action even before three 
and a half weks. 
There's 
no 


question we're going to miss Roy. 
After all, he is our most valuable 
player. 


"I'm glad, however, he con- 


sented to the operation. It was 
our desire that he submit to sur- 
gery before this but you can't 
force anybody to go under the 
knife. You've got to have his con- 
sent." 


Originally, 
Campanella, 
the 


most valuable player in the Na- 
tiongal League last year, planned 
on struggling through until the 
end of the season. But when he 
was assured he would be out less 
than a month' intead of the eight 
to 10 weeks originally predicted, 
he decided to go ahead with the 
surgery. 


Wash burn Netters 
Whip NU, 7-0 


The Washburn University ten- 


nists defeated Nebraska Tuesday 
afternoon, 7-0. 


Closest 
match 
was 
between 


Dick Maze of Washburn and Ne- 
braskan Steve Button. Sutton won 
the first set, 6-2, but fell in the 
match, 3-6, 1-6. 


The results: 
Tom Davidson (W) def. Roy Colson Of), 
6-2. 6-1. 


Don Holcomfa (W) def. -Marshall 
Becker 
(N). 6-0. 6-0. 


Stan 
Werner 
f\V) def. Norm 
Veitzer 
GO. 6-0. 6-2. 


Charles Harrison 
(W) def. Bill 
Roy 


G<). 9-7. 6-0. 


Dick Maze (W) def. Steve Sutton (N), 
2-6. 6-3. 6-1. 


Holcomb-Werner 
(W) 
def. Coison- 
Becker (XI, 6-1, 6-3. 


Davidson-Jim Lyons (W) def. Veitzer, 


Campbell (X). 6-4. 6-3. 


Kipper Named Oshkosh Post 


I 
I 
fiuiilvill 
in 
,'iflrlil idi 


WACO (IV)—Paul Kipper, coach 


and social sciences Instructor at 
Waco High School, has resigned 
to join the staff of Garden County 
High School at Oshkosh, Neb. 


Kipper will be head basketball 


coach and assistant in track and 


football 
i)) addition to teaching 


assignments at Oshkosh. 
-; 
His resignation was announced 


by Supt. Elaine Ronne who ;.ls'o 
is moving to Garden County High 
where he will be superintendent, 


Kipper is a Northeast High and 


University of Nebraska graduate. 


WINNER 
OF THE 954 
MOBILGAS 


RUN 


Own a '54 Studebaker-. . . winner of 
the Sweepstakes and 3 other "firsts" 
in the Mobilgas Economy Run! 
Duplicates of Studebaker's 3 Mobilgas 
Run winners are available immedi- 
ately! Come in right away! 


" You can get <z 1954 Studebaker Champion custom 2-Joor sedan for 


1829 


18 
DELIVERED 


LOCALLY 


with standard equipment. State and local taxes, if any, not included. 
White sidewall tires, chrome wheel discs-,—and Automatic Drive or Overdriot • 


—are optional at extra cost. Price may vary in nearby communities. 
DE BROWN AUTO SALES CO. 


17 & IS' 
2-6863 
Lincoln 


M. J. JUJVGMEYER, CORTLAND, NEBR. 
. 


ALLSTATE 
TIRE 
triumph 


FIRST QUALITY TIRES 


For And Away Tha Year's 


BEST VALUES! 


SERVICE STATION 
10th and M SiS, 


One of the outstanding features of "SEARS DAYS" 
First Quality Tires . . . 18-Month Service Guarantee 


ALLSTATE 
Whitewalls 


Allstate Super Safety Tread tire's 
are service 
card guaranteed 


against all road hazards for 18 
months. 
"Cut-Skid" tread gives 


dependable 
traction for sura 


stops and peppy get-aways. 


For the 


No 


Trade-in 


Price of 


Plus tax and serviceable tire* 


670x15 — 24.25 


710x15—26.95 


760x15 — 28.95 
- 


4 


670x15 
Tins tax 


And Old Tire 


Biggest Trade-Ins! Lowest Prices 


of the Season for 
ALLSTATE 


SAFE-T-TREAD 


TIRES 


2 for 


670x15 


tax 


And Old Tire 


Save Up to $3.32 Each During 


Our Great Spring Sale! 


Regular 5.80 to 7.20 Allstate 


SAFETY TUBES 


AllsJoJe Scdery Tabes giv« yon 
greater d r i v i n g confidence! 
Tonga corspressed rubber cop 
acts like a valve around pene- 
trating objects. 
Air escapes 


slowly. Save now at Sears. 3 
All Sizes 


137 So. 13 
Phone 2-7611 


Grove Lake 
Trout Total 
Up 20,000 


> -More Irout fishing in eastern 
Nebraska is becoming a reality 
as the Game, Forcstation and 
Parks. Commission began stock- 
ing 20,000 Rainbow trout, 10-12 
inches long, in the nearly full 
Grove Lake in Antelope County 
this week. 


Commission 
c r e w s 
began 


slocking 
the 
Rainbows 
after 


bringing them in by truck from 
the Federal Fish Hatchery in 
Nfosha. Mo. This is the first of 
three trips expected to complete 
the large stocking program. 


Grove Lake near Royal will 


have a water surface of about 
65 acres when the water reaches 
the normal l°vel. The commis- 
sion has put in a earth fill dam 
across Verdigree Creek to create 
the lake. 


The major use area on the 


lake will be on the west side of 
the lake where boat landing and 
concession areas will be located. 
Due to the small area involved, 
the commission deems it advis- 
able to not allow any private 
cabin sites on the development. 
It is felt that private develop- 
ment would not provide for the 
best interests of the most people. 


Fishing will not be allowed in 


Grove Lake until the fish have 
had time to adapt to the water 
and get distributed throughout 
the lake 


Fish law violations predom- 


inate on the list of violators ar- 
rested and successfully 'brought 
lo prosecution by conservation 
nfficers last week. The arrest list 
is as follows' 


Romiinc O DcFord Osalhla 'mrc! ?T> 


tnd M cost* for selling minnows -without 


rt nml 
f harks ^hadcmnn \\ t^t Point fined J]l~ 


nd SI uosts for opemtinc a fish trap and 
•.him 
without n hecnsr 
One fi^h trip 


nd fiu carp were confiscated. This was 


second offt nsc for this irMn 
E'ctcr Bamrmnn. Cushini;. fined S." and 
I costs for fishms without a permit 
Howard I Miller, dishing, fined $3 nnd 
'} costs for fishinu without it permit 


C \ \\"<itson. Gushing fined *o and $4 


o^ts for fishing without a permit 


Bill Blumm, fined *5 and $2 costs for 


ishmc without a rw»nrnt. 
Id.i Blumm. Gushing, fined $5 and 52 


OMS for fishmc without a permit 


Douglas R Leach. Burnell. fined ^2^. 


- >' ITqiiidati.d damiKes and *4 costs for 
Jinotim: a duck dtinnR closed season 
One 


-vVmmRtnn rifle ionfl«<.atcd 
nouiJds Doman. Omahi. fined S5 and 


f4 costs for fishmp without a permit 
^amrs R Turk. Omahn. fined *T and Jt 
osrs for fishing without a permit 
Hinn Pcntopiilio. Omaha, fined $1 and 


5 \ costs for smpcmiL fish 


Tohn Chnrio. Onrtha. fined 51 and S4 


OSt<- for snaapm?; fish 


V, illi.im L Rhoiuls. Orleans find S10 


ind S1 costs for fishmc without a permit 
Heold Luch'is Omaha, fined Jl and $4 


oj>ts7-for snatffinc fish 


MATERNAL CALENDAR 


\\ cdncsday 


Bjvplocl T,od;:c 241, IOOF, first dcsrcc. 


52)0 Haiclo k S p m 


fob •. n-"ushtcrs Mothers Club P.cthcl I'D 
Macnolia Camp !•) RN.\, J10S L 7 30 


* m 


Lincoln t-odrc 16 
Knisht* of P^thM'^ 
-uvinos nicttms 102t P 8 o m 


O>mp 264 \\ oodmcn of V orld 
Guard 
Usnor 


HsMMnck Tamo fi-T) T!ovs of \\oodcrdft. 


£A\MQCI\ Branch Librar>. 
-Elk's1 80 nth and P 
'W nmtn of the Moose, nlual rehearsal. 


1117 P. 8 nm 


Sarah D Gillc-iric Tent 7 DUV, S P m 
f-tdrcraft Chapter 307, OES, suted mcet- 


nc 264', B S p m 


Martha \\ ailimalon Chapter. OES. Ken- 
linaton. 3917 A. 2 p m 


Lincoln Chapter 6, RAM 
and Lincoln 


Council 4. RiSM. Chapter-Council Ladies 
oiercd dish dinner, 6 30 p.m.; meeting, 
30 pm 


'Now Stop Me If You've Heard This One' 


A story from visiting Shrine 


C) Vc us Clown Ed Raymond leaves 
0 rtl lopedic 
Hospital 
patients 


Tcintimy Gonzales (center) and 


Weather Ahead 


ICi tended, forecast 
for Ne- 


bniaka: 


1'cmperatures will average 4 


to (Y« degrees above normal dur- 
ing 
the 
period 
Wednesday 


through Sunday. Rising tem- 
per -A ures Wednesday, and mild 
we^-stt'er continuing until cooler 
about Saturday. Normal after- 
noont highs are near 70, normal 
morning lows range from the 
low 413s in the west to the upper 
40s 10 the east. No rainfall of 
cons eq uence likely until Friday 
or S at urday when showers are 
expe ct ed to average about .10 
to 
SO of an inch over south- 


westurn Nebraska to .30 to .60 
in 


PERT ECT QUALITY S7.95 


MAKERS" MEN'S 


DRBSGflORK 
WORK SHOES 


REG 01 AR $7.95 VALUES 
YOU' ,ADD SI AND GET 


HUNDRED* 
TO SELECT FROM 


ALL NEW£ ST SPRING STYLES 
GENUINE • GOODYEAR WELTS 


ALL ME TS SIZES 6 TO 12 


124 NOES "H 1DTH STREET 
"Oulofth* High Renl District" 


DRAG RACiiS 


SCRIBNER AIR BASE SUNDAY, MAY 9 


HOT RODS, MOTORCYCLES, SHOCK CARS 


ENTER BY NORTH GATE OlttLY 


8 A.M. INSPECTION, 10 A.M. TIMING. 2,V3M. DRAGS 


ADMISSION 50c 


Used Television Cteout 


— Lofe Models -— 


EVERY SET FULLY GUARANTOR) 


No. 
99 


No. 101 


No. 112 


No. 115 


No. 116 


No. 119 


No. 120 


No. 121 


No. 122 


No. 126 


No. 127 


No. 129 


No. 130 


No. 131 


No. 132 


$COO 
as Low as •/ 
down delivers 


17" 1952 Motorola ..... 119.95 


16" '52 Motorola Console 124.95 
17" DIx. Motorola Console 179.95 


17" 1952 Motorola . . . . 99.95 
17" Airline Console, , . , 129.95 


20" Motorola, wood case 149.95 


21" '53 Motorola Console 199.95 


17" '53 DIx. Motorola Cs, 169.95 
17" Motorola Console 
- . 129.95 


17" 1953 Motorola Dbu * 119.95 
17" '53 Motorola, wtf, r.s, 119.95 
17" 1953 Motorola Dta. . 119.95 
12!/2" Airline Console . . 59.95 
17" 1953 Motorola .". . . 99.95 
W/2 Console , . , . , . « • 64.95 


Hostess Table 


wifh each TV 


OPEN THDBS. EVE TILL 9 


Marvin Bishop with varied re- 
actions. Tommy assumes a very 
cosmopolitan air of boredom- and 
Marvin covers his ears as if he 
had heard it before. A visit 
from the performers of the circus 
is an annual event at the hos- 
pital. (Star Photo.) 


Alliance Guard Group To Train At Camp Ripley 
ALLIANCE, Neb. WV-Lt. E. J. 


Coburn, commanding officer 
of 


Alliance's Nebraska N a t i o n a l 


Guard Company "L," has an- 
nounced the unit will tram at Camp 
Ripley, Minn., Aug. 1-15. 


NEED A 


FEW DOLLARS 
TO TIDE YOU OVER? 


OUR STREAMLINED 
LOAN METHOD 


IS ESPECIALLY HELPFUL WHEN 
YOU WANT Money HST 


a 


LOANS UP TO $1000 


ipital Credit Company 


1400 "O" STREET • TELEPHONE 2-1221 
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MOTHER LOVES FLOWERS! 


• fresh Cut Roses—Gladioli-Carnations—Snapdragon* 


• Bouquets of Assorted Flowers 


• 
• Corsages 


l»c Our 1 rlrtraph OHI»rr> M-nlre for Urdrr* lo Othrr Cltln! 


FLOWERING PLANTS 


Colorful Combination Boxes of Blooming Plants, $2.75 Up 
Fuchsias 
$1.50 
Hydrangeas 
52.25 Up 


Violets 
$1.25 
Gloxinia 
$3.50 Up 


Chrysanthemums 
$2.50 


ROSE 


BUSHES 


Standard Varieties 
Bloom this Summer 


$1.25 


Patented Roses 


Xew and Different 


$1.50 Up 


Geraniums, Coleus Vines, 


Ferns, etc. 


for Porch Boxes 


WE DELIVER 
AND GIVE 


COMMUNITY 


SAVINGS STAMPS 


PERENNIAL 


PLANTS 


Petunias, Snapdragons, Pan- 
sies, Asters, Marigolds, Sal- 
via, Verbenas, etc. 


25*each 
(JO- 
... 85* doz. 
SEED AND 
FLORAL C 


120 N. lOrh St. 


NOW. GET U P TO 


• -HIM • 
•' 


'EL 
mm 


The Only Gasoline 


Double Powered 


with 
\ Mobil Power 


Compound 


most powerful combination 


of chemical additives ever put into any gasoline to 


correct engine troubles... 


Octane 


for greatest knock-free power — 


result of the world's most advanced 


refining developments! 


N 


ow. in New Mobilgas SPECIAL—Mobil 
Power Compound, an exclusive com- 


bination of chemical additives developed by 
Socony-Vacuum — has been combined with 
top octane to bring new on-the-road benefits 
to every motorist: 


Boosts power up to 25%—increases gas 
mileage—improves every cars performance! 


Checks pre-ignition ping—a major 
cause of power waste and engine damage. 
Mobil Power Compound's amazing chemical 
additive, RT 125, quells and controls glow- 
ing particles responsible for this trouble. 


Corrects spark plug misfiring due to in- 
jurious combustion deposits. Mobil Power 
Compound gives new positive control of such 
deposits—increases the effective life of spark 


Controls stalling due to icing of the car- 
buretor. No other gasoline offers the protec- 
tion of GLYMONATE, unique de-icing additive 
developed by Socony-Vacuum and covered 
by patent applications. 


Combats gum which causes parts to stick. 
waste gasoline. Mobil Power Compound ad- 
dative, new RT 200, reduces engine-formed 
gum—cuts waste of fuel that's dribbled away 
when automatic chokes and other parts stick. 


Combined with top octane, Mobil Power 


Compound creates an entirely new kind of 
gasoline —New Mobilgas SPECIAL — double 
powered. 


You get top anti-knock power—faster 


starting—protection from vapor lock —the 
greatest protection against engine troubles 
ever offered in any gasoline. 


SOCOST VACUUM on CCTWAWT JNC 


VP laboratory confrolisd Jssts in 
** aasseoger car engines showed 
increases m engtn» IXJWCT output vo 
'o 25% w*-cn usmg New Mobilgoi 


SPECIAL as corroo-ed Jo conren- 
fioool orerrm/ai gasoiine- 


Mobilgas 


SOCONY-VACUUM 


Now at Mobilgas Dealers! 


20 THE LINCOLN STAB 
Wednesday. May 5. 1954 


State REA Fight Breaks Into Open; Resignation Of Clema Is Demanded 


A sharp division among Ne- 


braska's 
Rural ' Electrification 


districts 
broke into the open 


when a group of district officers 
publicly demanded the resigna- 
tion of J o h n 
Clema for the 
past t h r e e 
years c x ecu- 
tive secretary 
of 
t h e Ne- 


braska 
Rural 


Electric Asso- 
ciation. 


C h a r g e s 


a g a i n s t 
C l e m a in-1 
e l u d e d criti-j 
cism 
vof 
his 


services. 
But 
Clema 


they were centrally related to 


- i whore 
a 
deadlock 
sent 
the 


deism 
matter to the jjeneral 


board meeting this week. 


was 
stymied 


the two-thirds 


Action 
there 


when less than 


HKA policy decisions on whether, 
The latter reached the REA's 


the 
Consumers 
Public Power; executive board two weeks 


District dl 
the 
NV ;i. 
:i 


He Power System should receive 
REA support in their separate 
rival proposals to construct a 
steam generating plant in south- 
cast Nebraska. 


Opponents of Clema charged 


him with activity in behalf of 
Consumers. 


REA directors several weeks 


a Co voted 
U> to 7 to support 


NPPS construction of a ¥17,600,- 
00(1 plant near Beatrice. 


The vote plus the subsequent 


sale of the NPPS bonds resulted 
in. (1) a lawsuit by the Custer 
County PPD and others to up- 
set the sale and, (2) a move to 
unseal Clema. 


CONSUMERS 


CONSOLIDATED CENTER 


2113 O Si. 
S<>1(1 at a Discount' 


BRAND NEW FLOOR SAMPLES 


SAVE UP TO $200.00 


1—17 cu. ft. Admiral Freezer 


was 449.95 NOW . 


1—9 cu. ft. Admiral Refrigerator 


Avas 269.00 NOW 


3—ADMIRAL ELECTRIC RANGES 


1—was 29J1.95 NOW 


$24595 
$17995 


l_was 294.95 NOW 


1—was 159.95 NOW 


2—Florence Gas Ranges 


was 249.95 NOW 


1—General Electric Television Console 


21" was 299.95 value NOW 


1—RCA Licensed Travler 21" Console 


S295.00 Value 
NOW 


$199.95 


• $184.95 


$ 99.95 


$15995 


$23995 
$19995 


VISIT OUR WALLPAPER HEAVEN 


Big Values at Low Prices 


Wallpaper., .values to 49c NOW 


Ceiling: Paper 
, 


WHITE Outside PAINT 


Rubber WALL PAINT 


Roll 


$1.99 Gallon 
$3.49 Gallon 


COMIC Early—Buy Note—Save 


CONSUMERS 


CONSOLIDATED 


CENTER 


2115 O St. 
"Everything Sold at a Discount" 
2-3535 


membership required for a quo- 


1 ruin appeared. 


i 
Directors present checked 
it 


, back to t h e executive board 
' meeting scheduled to 
convene 


i May 24. But Cloma's opponents 
! hoped for a special meeting ear- 


i Her. They attributed a part of 
; the lack of a quorum at this 


I week's meeting to a boycott of 


I the 
genera) board meeting 
by 


! several districts opposed to NPPS 
plant construction. 


i 
Tuesday 
Clema 
refused 
to 


i c o m m c'n t saying that "later 
! would be time enough." 


He is not under contract and 


his services could be abruptly 
terminated. 


Critical board members who 


asserted that their group repre- 
sented 80 per cent of the REA 
electric purchases indicated that 


i they were prepared to go to a 


i showdown both on Clema 
and 


1 the REA's position on whether 
Consumers should enter the state 
power generating field. 


: 
Les Trussell. of the 
Norris 


! Public Power District, Beatrice. 
; described 
the 
controversy 
as 


i "deeper 
than personalities. 
It 


i goes to the very heart • of 
Ne- 


! braska's public power, a 
final 


; practical definition of fields, fu- 
! tures and duties." 
! 
Anti - Consumer d i r e c t o r s 


i hinted that the 
present 
issue 


i could develop into a separation 


from the Nebraska Rural Elec- 


: trie Association and the forming 
! of a second association. 


After two efforts to win the 


removal of Clema they petitioned 
the REA board that, "In order to 
resolve the differences between 
the public power agencies in 
Nebraska, the rurals represented 
at this meeting felt this action 


SHINE 


COMES BACK 


Allowance For Old Suite 


On 


(Clema's resignation) must be 
taken to promote more harmony 
within the Nebraska p u b l i c 
power set-up. The group felt that 
the attainment of this harmony 
would tend to lead to lower 
power costs for all ultimate con- 
sumers of electric power in Ne- 
braska." 


Districts represented 
at the 


as they are 


MAN-SIZE SECTIONALS 
With New "HEAD-REST"ARMS 
So You Con S-T-R-f-T-C-H Out! 


' these gorgeous new seclionols on your "musT- 


»ee" list! Test ihe cmozing comfort of the new 
V-Arc "iScaling" bock — notice how the exclusive 
"head-rest" arms ore mode-to-order for napping 


— ond compare the beauty of the luxurious Tweed 
or Frieie uphols'ery. Do this, ond we know you'll 
agree this 
is truly 


tional value! 


/, 
/^ / n n 


eoch 


BUDGET TERMS 


meeting included 
~I 


Rural Public Power District at 
Tekamah, Butler County RPPD 
at Davici City, Cuming County 
RPPD at 
West 
Point, Corn- 


husker RPPD at Columbus, Daw- 
son County RPPD at Lexington, 
South Nebraska RPPD at Grand 
Island, Howard, Grccley County 
RPPD at St. Paul. York Coun'y 
RPPD at York, Morris RPPD at 


Burl County Beatrice, North Central RPPD at 


Creighton, Elkhorn 
RPPD at 


Batye Creek, Stanton C o u n t y 
RPPD at Stanton. Northeast Ne- 
braska RPPD at E m e r s o n , 
F r a n k l i n County RPPD at 
Franklin, E a s t e r n 
Nebraska 


RPPD at Syracuse. K-B-R RPPD 
at Ainsworlh, McCook Public 
Power 
District 
and 
Midwest 


Electric Membership 
Corp. at 


Grant, 


These are the Same 
Sectional Sofas You've 
Seen Advertised in . . . 
LIVING ond 
HOUSE & GARDEN 


EASY TO PARK & SAVE 


Open Mondcv Thru ThurwJcy—8:30 A.M. !o 9 P.M. 
Friday end Saturday—6 PJM.—Easy !o Park end SOT» 


MAY IS NAJIONAl RUG CLEANING WttK 


37th & Colvert 
Ph. 4-2353 


112 No. 10 
2-6589 


Give Beautiful Revere Ware 


for Mother's Day 


At Wards, now 3.95 to 11.25 
Use Lay-Awaf 


Give Revere Wore—and you give one 


of the best. So beautiful others imitate 


its design—rustproof stainless steel with 


chrome-like finish; copper bottoms for 


fast, even heating; Bakelite handles. 


Ideal for flavorful waterless cooking. 


Economical, too—Revert Ware lasts a 


lifetime. Choose from these, now: 


® Revere 10' Covered Skillet ...7.75 


(D Revere 6-Qt. 
Dutch Oven. ...11.25 


@ Revere 2-Qt. Saucepan 
5.85 


Not shown: 1-Qt. Saucepan 
3.95 


Revere 3-Qt. Covered Saucepan. .6.75 


Revere 6* Covered Skillet 
4.60 


Revere 8' Covered Skillet 
5.95 


Revere 2-Qt. Combination Cooker..9.50 


BUY REVERE WARE AT WARDS, NOW 


10% HOLDS ON 30-DAY LAY-AWAY 


112 No. 10 
2-7523 


Get Your 
Free Copy 


WARDS MIDSUMMER SALE BOOK 


To fill your sumj-ner needs easily and economi- 


cally, shop Wards new Midsummer Sale Book. 


This 252-pag« book contains warm weather 


\ 


clothing for the. vtfiole family, furniture and elec- 


trical appliances for the home, tires and auto sup- 


plies for the car and hundreds of other useful 


items at low sakt.prices. Stop in our Catalog De- 


partment today ifor your free copy of this wonder- 


ful new Sale Bciok. Then, when you have mod« 


your selections, call our Catalog Department 


direct line nudnfcer. Our salesgirls will be glad to 


help you maj;e. selections and write your order.. 


SAVl£-ON SUMMER NEEDS 


SHOP WARDS SALE BOOK 


L 
J 


For Mother on HER DAY 


Sunday, May 9it 


BEST ELECTRIC 


"THE CHILDREN 
ARE GIVING ME 
A SUNBEAM" 


America's mosi popular food mixer There's only ONE 
MIXMASTER—it's made by SUNBEAM. Give the famous 
*»ondard-size Scnbeom Mixmoster for All the time and 
labor-saving advantage! of an electric food mixer. If 
»'» o jwioc-size nix«r— the SUNBEAM MIXMASTER 


i* the best junior mixer made. 


Entirely new ond sensational! Perfect eggs, bacon, pan- 
cakes, fried chicken, roasts, etc. Gives you the correct 
CONTJ?OltED HEAT for more delicious food by simply 
setting the dial.WATER-SEALED ELEMENT enables yo« 
• 


to imrsetse the entire pan in water right op to the coo- j 
trol dialjfor quick, easy washing. 


SUNBEAM TOASTER has exclusive Rodlon* Control that 
"adjusts itself" cutonxjtkolh/ *o every kind o* bread, 
frozen or fresh, rye or •wWte, thick or Jfwn, Bread lowers 
itself outomotkoJly—r»o levers to push. Toast raises rt- 
jc'f silently without springs—r»o popping or banging. 
Automatic Beyond Belief! 


Ask people who use the SUNBEAM COFFEEMASTER ond 
they'll tefl yoo it hos given them that •wonderful assur- 
ance of the same defitious coffee every time—o77 oufo- 
r»of JcoWy. Nb guess wortc. You can't miss. And for rich. 
lovcJy. ^ong-'osting beouty Jho? women cherish, the 
Sunbeam has no e<?uol. 


Preferred by women everywhere becaose th» 
SUNST^M COOKES & DEEP FRYER does mor. things 
fcerfer.,_U's a cooker, deep-fryer, chafing dish, casserole, 
stcorct<. bun warmer, and it blenches vegetables for 
home freezing—AU IN ONE. Has deep circular well, 
shaped like a cooking saucepan. 


SEE THEM AT YOUR SUNBEAM DEALER 


\ 
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... Truman To Spark Comeback Plans 


«y KOBEHT G. NIXON 


WASHINGTON (INS) — Demo- 


cratic Party bosses began gather- 
ing in the nation's capital to blue- 
print strategy for the battle this 
lull for control of Congress. 


The Democrats on Wednesday 


open their first national confer- 
ence 
in Washington since 
the 


party's, defeat in 1952. 


Former President Harry S. Tru- 


man will spark the parly's come- 
back plan. 


Adlai 
Stevenson, 
Democratic 


presidential candidate in the last 
election, was reported to have 
been ordered by physicians not 
to attend. 


Patron Saints 


The two-day conference of the 


Democratic 
National Committee, 


and 
discussions by Democratic 


leaders, will be climaxed Thurs- 
day night by a ?100-a-plate Jeffer- 
bon-Jackson Day dinner, honoring 
the party's patron saints. 


Democratic leaders on Capitol 


Hill will be given the spotlight in 
the panel discussions and dinner 
speeches because • the November 
election is a fight for congressional 
seats. Funds raised at the dinners 
will be used in financing the No- 
vember campaign. 


In the House, there are 219 Re- 


publicans, 215 Democrats and one 
Independent. The Senate lineup is 
48 Democrats, 47 Republicans and 
one Independent. 


The Democratic National Com- 


mittee meets at 1 p.m. CST Wed- 
nesday to "bring the party plat- 
form up to date." 


Heavy Attack 


There were indications that ad- 


ministration policy on Indo-Chma 
and the Far East may come under 
fire of the Democrats. 


Republican farm and economic 


policies are also being heavily at- 
tacked by the Democrats. 


Truman will arrive in Washing- 


ton at 11:05 a.m. Wednesday from 


his home in Independence. Mo. He 
will be accompanied by Mrs. Tru- 
man and daughter Margaret. 


The ex-president will take an 


active part in the party "back 
room" strategy powwows. 


A testimonial dinner is being 


given Truman in New York Satur- 
day evening honoring him on his 
70th birthday. 
April Post Office 
Receipts Above '53 


April pos'tal receipts for this 


year jumped to $202,350.97 as 
compared to $193,649 for that 
month last year, O. E. Jerner, 
Lincoln 
Postmaster 
disclosed 


Tuesday. 


A 565,000 increase for the first 


four months of 1954 was reported. 
The total for this 
year 
was 


$830,381.47 and for the same pe- 
riod last year $764,780.56. 


The total amount now on de- 


posit in postal savings reached a 
total of 83,790,054. 


Former Minister Gets 
Three-Year Term For 
Passing Bad Checks 


CHICAGO 
(INS)—A 58-year- 


old man who says he is a former 
Baptist minister was sentenced 
to a three-year prison term for 
passing worthless checks. 


He is Alexander G. Patterson, 


who pleaded guilty to cashing 
bogus checks in Scranton, Pa., 
and Baltimore. Judge Win G. 
Knoch listened 
to 
Patterson's 


plea for mercy, but the court 
said: ' 


"You will have to make resti- 


tution to the Almighty." 


Assistant U. S. Attorney Ed- 


ward J. Caliban said the FBI 
reported Patterson had written 
200 bad checks and passed them 
throughout the country. 


MORE forlMAMA! 
< 
^ 
v 
" •' 


MORE gift Ut*\ 
;. 


MORE to cbooi* from* I; 


MORE for your nranty^ *»\ 


SUNDAY, MAY 9, IS MOTHER'S DAY_ 
WORTH 9.98 


I 
\ 


New 1954 Print 
NYLON 


O R E S S E S 


We bought thousands 


of vards of new print 


-, nylon 
made line for 


fJS^line copies of styles 


selling right this minute 
at 9.98. Scoop several at 
savings. Sizes 9 to 15; 


-4 


Styled by Joyce lane 


Lincoln Teen-Agers Representatives At Safety Conference 


council. 
The two Nebraska teen-agers 


who will represent the state at 
Colorado Gov. Dan 
Thornton's 


1954 teen-age traffic safety con- 
ference in Denver May G-8 were 
introduced by Gov. Crosby Tues- 
day at a news conference. 


They are Nancy Tracy, North- 


east High School senior, 
and 


Monroe Usher, senior at Lincoln 
High. 


They are secretary and vice 


president, 
respectively, 
of the 


N e b r a s k a Governor's Youth 
Safety Congress. Each is 17 and 


each heads his student 


Leonard Owen of Lincoln, state 


commander of the Veterans of 
Foreign Wars, presented the pair 
with $25 for spending money in 
Denver. The youths will make 
the trip in a state plane and 
while in Denver will be guests in 
the 
homes of Colorado 
tcen- 


agets. 


It will be the first time in a 


plane for cither of the two dele- 
gates. 


Other 
states 
sending repre- 


sentatives to the Colorado confer- 


ence are Texas. Kansas. Califor- 
nia, Montana, Florida, Oklahoma 
and Georgia. 


Elliott Boisen, safety chairman 


of the Lincoln Junior Chamber 
of Commerce, 
will accompany 


the two students to Denver. 


Princess Dates Poet 


LONDON OP1—Princess Marga- 


ret was around town with a new 
escort — Poet Gavin Maxwell. 
Maxwell, 39, is a cousin of the 
Duke of Northumberland. 


Jet Fighter Pilot Rescued 
After 2 Hours In Water 


ATLANTIC CITY. N. J. UNS>— i 


A Navy pilot bailed out of his 
disabled jet fiRi»ter plane into tin- 
ocean nine miles off Atlantic City | 
and was rescued after more than , 
two hours in the water. 


A 03-foot Na\y air-sea rescue 


bodt picked him up and returned 
him to the station \\herc an am- 
bulance and doctors weie stand-, 
ing by. 
| 


Home h'mtink' bcc "Homis lor Sale" in 


today's \\ ant AiK 


CUmuunL 


AIR CONDITIONER 


Fits flush with th« window. 
TABES UP NO VALUABLE 
ROOM SPACE. 


Only $199.95 ft up 


Pita Intudlmtion 


"Save Dollars at Kollam" 


HOLLARS 


APPLIANCE 


1541 "0" St. 2-2744 nvi.i-r»«w COMPANY 


2-3331 Journal-Star Want Ads Bring Results 2-1234 


A distinctive gift for *Mama* 
FINE LEATHER 


WALLETS 


Aristocrat's famous Mnner Sanctum' style 


Initial FREE 
^^ ^^^ ^^^-4 


Gi^c her a smart! v <3c>icncd 
Crmiinc Ira'hcr -.vallc". Many 


larrou<; 'Inner 


C: POtAct. Colors 


All 
SincTum* 


SLJ 


SPECIAL! 


CHOCOLATE R«r. 


PEANUT 
69c 


CLUSTER 
44 
Ib. 


W.T. GRANT CO. 


kids love 'em and you will too 


save 10.07 now on this Harmony House 


bunk bed set 
Two Twin Beds That Fit 
Together for "Bunking" 
or Use Them Separately! 


Reg. Priced 39.95 


Big News! Harmony House solves sleeping 
problem! Ruddy maple finish, bunk beds with 
four-step ladder . . . plus wooden guard rail. 
Wonderful for children's rooms ... or your 
guest rooms! Use them individually as twin 
beds as the children grow older! See this 
Sears Days feature! Save! 


29 
Only 


$3 Down 


Bedroom Suites 


8988 
Blonde finish 
Hardwood frame 
3-pc. set 
$9 Down 


Foam Latex Pillows 
2.99 


SEARS EASY PAYMENT PLAN 


BUY WHAT YOU NEED —WHEN YOU NEED IT 


BUNK BED WITH MATTRESS 
AND SPRING COMBINATION 


2-Pc. Suites Reg. 169*9 


Reduced For Savings 
149 
Only 


S15 Down 


Harmony House sofa and chair combination to add 
beauty to your 'iving room! Sturdy construction, rein- 
f'rced at strain points. In Harmony House Colors 
Harmony House Carpets 


88 
79 


Fireside 
Chairs 


Reg. 39.95 
3488 


$4 Down 


Easy Moving Caster Legs 


Here's the ideal exira chair 
you've always wanted. Smart, 
modern Harmony House fare- 
side chair with channel back 
and coil spring seat. Tapestry 
and frieze cover in your choice 
of red, green, beige or gray 
colors. 31x25x50-in. 


A truly modern set combining beauty and utility! Full, 
double bed is 54 in. wide. Double dresser has a 24x 
3S-in. beveled plate glass mirror. Hardwood drawer 
interiors in dresser and 4-drawer chest. 
5 PC. with Spring and Mattress 
129.88 


Steel Wardrobes 


Spot Welded for Extra Strength 


1488 


Reg. 17.95 
66x24x20-in 


Steel Cabinets. 


Firm Spot Welded Construction 


1488 


Reg. 17.95 
60x22xl2-in 


Limited spec* problems vanish with 
a two-door Harmony House ward- 
robp. 
Walnut or wrmfclo brown 


hn:sh. 


Extra space for ttoring with a Har- 
mony House double door cabinet. 
Four shelf «pace*. Whit* baked-on 
a nan: el finish. 


NYLON PRISCILLAS 


Regular $5.79! 


Sheer Window Beauty 


Luxurious, billowy pris- 
cillas 
that give 
any 


room, any horn* a new 
outlook! 
Full 
french- 


headed ruffles •with at- 
tractive picot edge . - - 
generous tiebacks with 
ring 
fasteners. 
Check 


these and many other 
features! 
544 


Sale! Organdy Priscillas 


Cotton Plush Pile Carpeting 


This deep cense. -?clTCly clipped pile is so 


iine and luxurious you'd never dreerm 


it could cosl so liStle! Choose in 


beauliiul grey, green or 


beige. Heavy 
rub- 


berized 
d u c k 


beck. 


Jieg. 0.30 
<$% 


^J Sn. Yd. 


A special purchase for 
this event! Bringing you 
extra savings- Perma- 
nent finish organdy that 
launders 
beautiful!*-* 


Full french-hecded ruf- 


£]<*<;. generous tiebccks. 
White and colors. 41x31- 
in. each side. 


|? ^f 41x90-incH size 


\\* 


377 


S3.88 


NYLON FORTIFIED 


PLUSH PILE 


traffic. 


is crush 
end 


Choose 
Exclusive ct 


plush, youl] want 


. . end go nght 


tough nylon ynras 
Thick surface pile 


soil resistant. 


Harmony House Colors, 


Seers! 


TT95 


Extra Wide Panels 


Macfe of 47" Chromespurt 


Magic Perma-hem sides for better hanging 
. . . resislani Jo sun. mildew, insects. 
Wcshlcst ch-omspua ... in ircry. -white. 
yellow, green, pink. 47x53-47x72-47x31. 117 


$2.29 Nylon Panels 


42x90-;'nch size, reduced! 


Lovely nylon that -wash end dry in o 
tcinlc—I'/t1* or no ironing. Full 3-5a hem* 
.. "-ccd'-d. rcrdy 1o hang. Ivory, wh)!e. 188 


137 So. 13 
Phone 2-7611 
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Shop Wednesday 9:30 to 5:30 


Lincoln's Busy 


Department Store 


In GOLD'S Men's Store . . . 


Usually 2.50 to 2.95 


CREW NECK 


T-SHIRTS 


Made by Jersild 


139 


EACH 


Washable 


Coior Fast 


Shrink-resistanr 


Cotton Siring Knits and 


Light Weight Terry 
In Striped Patterns 


Special purchase of your favorite 
make T shirts. All are •washable and 
color fact. Small, medium and large 
sizes. 


GOLD'S Men's Store . . . Street Floor 


Keep Cool This Summer... 


Arrow Sheer 


Dress Shirts 
White and colors in several 
popular collar styles. Sizes 
14 to 17. Sanforized sheer 
cotton, Arrow tailored. 
Sport Sliirls 


395 
Short Sleeves 
\VTiite and colors in small, med- 
ium, 
large and extra large sizes. 


Perfect for summer. 


Long Sleeves 
Wear with or without a tie. Sizes 
/• 


small, medium, large and extra 
Z_B_ 


Jarge. Well tailored. White and 
-•- 


colors. 


GOLD'S Men's Store - . - Street Floor 


SO COOL . . . SO COMFORTABLE 


SO SMART and COLORFUL . . . 


PALM BEACH SLACKS 


Palm Bracli slacks arc cool, comfort-cut, 


hold their shape and press . . . and are 


most colorful. ?rc ihcm and you'll see why 


they they arc favorite?. 
They -wear and 


ONLY PALM BEACH Slocks 


Give You ALL This: 


and 


# f nl for 


rnmfftrl 


rhnirr 


• Straight 


rojor 
ind 
pnltfrn 


^inf plrals 


Drrp 


Firir lailrtrinf 
ft nn'l 
fadr 


Jsmg IT raring 


. . . Most Colorful Slacks 


Rnst Ucnlhcr 
• P:nr 
• Rliic llcnllicr 


Tan Heather 
•-Itrmp 
• 5fe> tthtc 


• Many Others 


GOI.TXS Men's Store ... Balcony 


Shopping is cosy with 


CSiorga-Plote (ft 
Service 


We Give 


Green Stamps 


Anti-Polio Tests Move 
Into Lincoln Schools 


WILBUR 


Lancaster County's ant)-polio 


tcs>ts moved into the 
Lincoln 


Schools Tuesday where on three 
successive 
duj s 
approximately 


1,500 
second padc children will 


receive their initial injections 
of the Salk vaccine. 


The 
tests 
opened 
Monday 


when 158 out-county childien 
received their initial shots .it the 
Lincoln-Lancaster public health 
department. 


Public Health Director James 


T. Googe said Tuesday that 407 
Lincoln childien received 
the 


shots with about equal numbers 
scheduled for Wednesday and 
Thursday. 


75 Pet. Mark 


Except for a negligible num- 


ber of sick or absent children 
there were no reconsiderations 
from the original volunteer list. 


Dr. Googe said the tests after 


two days indicated that Lan- 
caster County would provide up- 
ward of 75 per cent volunteers 
from the entire eligible group. 
A minimum satisfactory percent- 
age is 50 per cent. 


Dr. Googe said the Lancaster 


tests are going forward in-a sat- 
isfactory manner in all respects. 


Blood Samples Sent 


While volunteer children were 


receiving their 1 cc mnocula- 
tions of Salk vaccine, blood sam- 
ples were taken Monday from 
133 children and dispatched im- 
mediately by air to the Rocky 
Mountain Health Service Lab- 
oratories at Hamilton, Mont. The 
samples will be analyzed for the 
level of immunization among un- 
treated children and will serve 
as a yardstick later in compari- 


son with induced immunization 
among those taking the snots. 


Basic records ol the children 


participating in the tests will be 
maintained at three places. One 
copy will remain with the city- 
county health service, another 
will remain on file at the state 
health department and- a third 
will go to the 
University of 


Michigan to become a part of the 


I national study. 


Children receiving the initial 


shots this week will icpeat the 
program next week 
lor their 


second shots. Four weeks later 
they 
will receive 
their 
final 


booster shots. 


Kuhre Will Head 
Milford Schools 


MILFORD, 
Neb. — Leonard 


Kuhre. athletic coach in the Mil- 
ford High School for the past 
three years, has 
been 
named 


head of the schools for the com- 
ing year. 


Kuhre, who taught in the Or- 


leans school before coming to 
Milford, will replace Clyde Leh- 
man, 
Milford superintendent for 


the past four years. Lehman has 
not disclosed his future plans. 


Hen Hitchhiker 


DARLINGTON, 
S. 
C. 
UP) — 


Farmer Nelson Alford. after a 
five-mile ride into town noticed 
people staring and laughing. He 
looked tround to see one of his 
white Leghorn hens sitting pla- 
cidly atop several bales of hay 
on his pickup truck. 


TODAY Stuan 


JDonrx Open 


At 12:45 


Dallj ! 


AT REDUCED FRIGES 


60c Till 6 
Then 75c 


CHILDREN 200 


ANYTIME 


ROMANCE! ACTION! 


THE MOST DANGEROUS SCENES 
OF DESTRUCTION EVER FILMED! 


/: 


Scenes Of 
^B^ 
cenes 
•^•^ 


SPECTACULAR SCOPE 


"Do you want onion on your ham- 
burger a la mode?" 


A 1 time Journal & Star Want Ad is 


nhi.os most efficiivc rfnd cost-. lo» in the 
long run 
Place >our ad for 7 days, thi.n 


tn ^ou xei n vails cancel it dtid Pay onl> 


for the numbi" of d.us that it runs 
It is 


easy and iiuxpensi\c too 
10 words 7 da>s 


only $2. 
Phone 2-333] or 2-1234 


Main Feature Clock 
(Bcheduk» PurnKhed by Theaten) 


Lincoln: 
"Casanova's 
Big 


Night," 1:40, 3.40, 5:40, 7:40, 
9:40. 


Stuart: "Elephant Walk," 1:15, 


3.15. 5:15, 7-20. 9'20 


Nebraska: 
"Dark City," 1:00, 


4 29, 7-53, 
"Appointment With 


Danger." 2:50, 6 13, 9'43. 


Varsity: 
"The French Line," 


1:00, 
3-10. 5:14, 7-18. 9:30. 


State: "Hell's Half Acre," 2:53 


6-12, 
9-30. 
"Geraldme," 1:23. 


4:42, 
8:01 


Joyo: "The L o n g . 
L o n g 


Trailer," 7:30, 9:35. "Vesuvius 
Express," 7:15, 9:20. 


Starview: "It Should Happen 


To You," 7:45. 11'00. "The Joe 
Louis Story," 9:30. 


West 
O: 
"Cartoons," 
7 45. 


"Walking My Baby Back Home," 
10:10. "Park Row." 8:40. 


Ft. Crook Bus License 
Revocation Under Study 


The State Railway Commis- 


sion has given Ft. Crook L'us 
Lines, Inc., of Bellevue until 
May 13 to show why the linn's 
operating rights should not be 
revoked. 


A commission spokesman said 


the understanding here is that 
the line has ceased operation. 


Another company has applied 


JOYO: 


Mnn.-Tues. 


Wednesday 


THE LONG, LONG 


Technicolor Cartoon & 


'VESUVIUS EXPRESS' 


In CINEMASCOPE 


NOW 


JANE RUSSELL 


FRENCHLINE 


^^TECHNICOLOR 


GILBERT ROLAND-ARTHUR HUNNICUT1 


«<* MARY MCCARTY 


This Picture I Tag Been Itannrd by 
thr Li-Klnn of Decency — No Children's 
Tickets Will be bold. 


TATEr 
Wendnli 
COKEY 


and 


K\elyn 
KEYS HELLS 
ALFACRI 


Violence In the sin nwppt Pacific 


ALSO 


JOII.N CARUOLI, • MALA POWERS 
DANCE 


TONITE 


WEDNESDAY, MAY 5 


OJL (plcL 


5 Mile* \\r*i on O Street 


Dancing 9:00 to 32 


Adm. 80c each Tax Inc. 


FREE BV& LEAVES TOIh * O 
8:40 A>'D 9:10 P.M. TOXITE 


: 
SATURDAY 
• 


{ 
LAMBERT BARTAK 
> 


for authority to operate over the 
same territory, between Offutt 
Field and Omaha, lie ;;aid. 


'largest Opening Crowd 
Sees 
Sparkling 
Circus" 


"Hlirlnc «lrfu* «t*rt« off with rtmr 
— roitrlnic 
Hunk and 
HKITK — put 


throuxli fmiry \rntr* by Ciipl. J<H> 
Jliiruulh . . . lltthy lulu Hri'lmnU 
flinnctliliiC i'M»Tllil fur Lincoln . . 
heal «lnic», rliiiintiit*, 
I>|H>N M't of 


horns . . . JVrfoniiliiK iH-iirj* roller 
Hkutf, ride lilelie) don, iiiotorocl<"« 
In oo-CHtclilnic fuKliliin . . . *\\hl/ 
Hills'. iinlorllNtK 2. :i. nnil n yrnm 
old draw onr of MgcrHt roiindtt of 
ui>l>liiiiM' and oh'« mid all's . . . 
MlllUontnns. clrcilHdofil'N mil) douhlr 
fljlnir »cl "Itli 0 people In ml (I-ill r 
nt KHUN* time druufc lone:. rontlntiouN 
cheers for fill IN of during . . 
Clonus In ull Klmpri U"d siren . . . 
'Ariihliin Nlchts* paxeiinl of ln\lsh 
cokl mill's. ciiiuelH. 
linrscH. tnipe/e 


aerlullstH . . . 'Awhiirs Anrlcir 
ulth 80 to 70 prrfiinniTH \ihodunce. 
nlniC* sulnjc in rtpectacular \\lndup.M 
—LINCOLN STAlt. 
GIL G. GRAY ALL-NEW 


YOU'LL NEVER FORGET.., 


YOU'LL SEE 
pagan revels 
of native 
dancing 
girls! 


»' 
EyAXs 
PARR ROW" 


At 8-40 Onlr 


(Sat. 
1, 3:30 8:15) 


* 3 Rings of Thrills 
* 46 All-Star Acts 
* 2 1/2 Hours of Fun 


ANIMAL, AERIAL 


ACROBATIC ACTS FROM 


7 NATIONS! 


Performing 
LIONS, TIGERS. 


BEARS, 
CAMELS. CHIMPS. 


LLAMAS. 
SEALS. 
PONIES 


and POOCHES 


2 


Herds oi Trained 
ELEPHANTS Including 


WORLD'S ONLY TWINS 


P a g e a n t r y irom 
B r o a d w a y Holly 


wood and Eurasia. Highlighted 
by Gil G Gray's and all cir- 
cusdom's most lavish aerial 
and 
hippodrome production 


s p e c t a c l e s , 
"ARABIAN 


NIGHTS" 
and 
"ANCHORS 


AWEIGH" 
with 
scores 
oi 


GORGEOUS GIRLS! 
CLOWNS BY THE DOZEN 


MOKE THAN 2,000 
Gen. Adm. SEATS 


for EACH Performance 


ONLY 75c £ 


Reserved Seats 
Only 75c Extra 


Reserved Seats on Sale at 
Latsch Brothers. 1124 O St 
and Coliseum Box Office 
1 Hour Berore Show Time 
Bins IMOPS 10th X O I hour bcfor. 
earh nhrnv nml e\rrv 15 minute*. 


YOU'LL SEE 
Elizabeth Taylor 
amid exotic 
splendors in the 
Temple of Love! 


YOU'LL SEE 
Elizabeth Taylor's 
adventures in 
the incredible 
jungle 


YOU'LL SEE 
Elizabeth Taylor 
trapped in the 
mansion ... stormed | 
by wild elephants! j 


PETER, 


J5NW 


ISVEBOFNORETURfTMarifrnWonrD! 


"BEST PICTURE OF 


THE YEAR!" 


—Hationol Board of Review 


M-G-M 


presents the year's most honored film, 


WILLIAM SHAKESPEARE'S 
. JULIUS. 
CAESAR 


Starring 


MARLON BRANDO 


oj MARK ANTONY 


JAMES MASON 


at BRUTUS 


JOHN GIELGUD 


01 CASSJUS 


LOUIS CALHERN 


oj JULIUS CAESAR 


EDMOND O'BRIEN 


oj CASCA 


and 


GREER GARSON 


01 CAIPURN/A 


DEBORAH KERR 


oj PORTIA 


Directed by 


JOSEPH L. MANKIEW1CZ 


Produced by 


JOHN HOUSEMAN 


AN M-G-M PICTURE 


Hii 


r 
IKK1KSOFKN \1;;45 


l.n. T%\ 


75c Till 6 pjn.-Sl.00 after 6 


Fur 


nTY, 


TOP-NOTCH PANELS AND THE BEST IN COMIC STRIPS —DAILY IN THE LINCOLN STAR 


M E R R Y 
M E N A G E R I E 
By Walt Disney 
T O O N E R V I L L E F O L K S 
By Fontaine Fox 


"He's the thinnest squirrel in the park!" 


NO ONE DARES ACCUSE 
BUTCH WORTLE 


OPENLY OF BEING A C9MMUNIST 


S T R A N G E 
AS IT 
S E E M S 
By Elsie Mix 


Ule FAIL 
-THAT HIT SI&EKIA IN Wo& 
K|U.CTl,S00ReiN 


KNOCKED fc MAN 


UNCONSCIOUS 50 MILW AttlW- 


AND f tittDTfcres OVER A, 
' .HUNPREP-MIL6 AR6A/ 


"fientefo 


Qvest Williams, 


rrfg R 
Off/if. 


CAROLINA 


A FLEET OF- 


7,100 SCHOOL3U5ES 
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M O D E S T M A I D E N S 
By Jay Alan 


f^\ 
N: 


He's a watchdog — he watches mv dates all evening!'* 


P O G O 
By Walt Kelly 


VlTi 


MINUTE, HOWLANT'--<X' 
Ma/a? <5or>< SKBETWHAT 
H£ ouevr ro Keepr PONT 
MAS 


OVER- 


gut. 


PONTMATTee Y kll 
I WAS 


IT 02 SHOUTS IT. / TPYAN 
7 


SHOULDN'T 
. /TAT ALL... 


TO PO15 


\<s> W!UL!N 
; TO H5T6N-«WltHN 


TO L6T 


YOff WANTS H/MT0 KEEP A SgcetT 
UDCKBP IN Hie 


0(2 5ICKENED, 


IT WAS A 


OZ A R K 
I K E 
By Ray Gotto 


RISHTAWAY.OZARK, 
NOW THAT OUR CHIEF 
DIGNITARY HAS 
ARRIVED 


MI5TUH MILLS, 
WHEN DOES 


TH'GAME 


START I 
UH—AINT 
SUMPUMf... TH'OPENIN 


'rAME UF TH' 
OZARK/KE 


...SO THROW OUTTH' 


FIRST BALL-AND 


AWAY WE'LL 


T H E 
J A C K S 0' N T W I N S 
By Dick Brooks 


I'M socey.... 


8UT I STILL 


WANT THE STOVE 
HEKE THE SINK 
HEEE ANP A BIG 
PICTUEE WINPOW 


EIGHT HEBE * 


MOM 


IN THE 
KITCHEN 
WITH THE 
ARCHITECT 


DADDV.« 


"*5mTTtv- •;}& 


•ACLL. I 
LIKE THAT 
KITCHEN 
THE MOEE 
! THINK. 
ABOUT IT 


ITS ALL 1 


OVEE JAN. 
ANP HEBE'S 


. AVCEES 


TO GET IN ON 
THE GCAND 


FORGET 
WHAT (T 


WILL. COST/ 
THE PEAL 
IS 


ROY 
R O G E R S , 
King Of The Cowboys 
By Al McKinson 


W I S H I N G W E L L 
By William J Miller 


4 
Y 
6 
G 
3I. 
2 
I 
•t 
S 
6 
O 
S 
V 


' 8 


Y 
*> 
R 
4 


•T* 
1. 


O 
T 
2 
S 


S 
2 
O 


3 
T 
4 
R 
2 
B 
3 
B 


1 
A 
S 
O 
i 
E 


5P 
/ 
V 
8 
K 
4. 
E 
<; 
F 
2 
C 
3 
N 


2 
W 
3 
M 
o 
S 
8 
N 
-> 
E 


< 
V 
6 
O 


7 
L 
8 
U 
6 
A 


^ 
E 
8 
R 
5J 
2 
R 


4 
O 


J 
E 
3 
Y 
2 
N 
4 
W 
6 
R 
5 
Y 


6 
A 
4 
B 
SI 
4I 
2 
V 


.> 
I 
4 
X 


3I 
2 
K 
4 
T 
6 
X 


r> 
L 
S 
T. 


X 


S0 
5 
O 


J 
H 
•> 
L 
S 
E 


*> 
T 
3 
G 


7 
O 
4 
A 


•> 
R 
8 
D 


-> 
S 
40 
6 
U 


2 
O 
3 
E 
6I 
.1 
A 
2 
I 
6 
Y 


Y 


4 
U 
8 
R 
4 
L 
2 
G 
8 
S 
50 
S 
E 


C R O S S W O O D 
P U Z Z L E 


ACROSS 


1. Stuff 
5. Cri*'.':. as 


t 
n shoop 


9. Ijiko a pool 
10. Brilliance 


of success 


12. Apparent 


ends of 
Saturn's 
rings 


13. Menial 


\vcll-boing 


14. Pig p^n 
15. Was lofty 
16. Music note 


3. A wing 
4. Belonging' 


to me 


5. English 


epic poem 


6. Fields 
7. Axillary 


(Sot.) 


S. Auction 
9. Grassland 
11. Spread 


grass 
to dry 


1?.. Burroiving 


animal 


15. Toward 


?I. Regret 
22. Oirboli- 


cal 


23. Support 


c-rs 


25. Moun- 


tain 
(Wash.) 


27. Beard 


of rye 


CO. Shed 


blood 
Tt«l«rU»y"« Antwtr 


Hrr* .!, < ptrasant UlUe caffic UiaJ wjn pvt you a message «v«ry <jay. 
n m 


* n-jinencaj PTJZIIC ricsicnrd tc speJ: ou' vou: TorJune 
Coun; use ieti*rs in TOUT 


fir.-.J name 
IT th« nna^wi of ictierj u f> 01 mi.r* 5UMrars <. 
IJ thr numt>?T is 


It.^? ?nan 6. adfl thrct. Tlw rtsun 1? y«-ui H«T nna&e;. Stan a: tn« app*? I«ft-ti3Tid 
C".»rncT oT "J^c rrct^Tiple ant5 chcch tvrrT riTi^ of 
VOUT *try auir)J>cr«s. l^fs to rl£tii. 


:n» rars?.iet 5he resi'i!" undCT th» cftcrK-tf Tic;:r«s snve TCB 


RrcistfrtiJ U. S, fa-,w: OIIicc 


17. Alone (Used 17. Girl's 


(Distributed t>v King F«.turt-t. Inc. t 


BAERING DOWN ON THE NEWS By Arthur -Bugs' Baer 


G)"-:-".tm:re 
B» 1nirma:ir»nal Nrir- 5^-r>ir»" 1 
HcrC i? or.C po]i'ici,17] whn "-VC 


Women now have a majority 
C315 authorj-Jalivcly 


cf 1-.vo in the Senate. 
; no man'? 
" 
'^te 


Gov. CrosKv of Nebraska ap- | Mrs. 
Smith 
win 
mn 
a^^sn i 


•pointed Eve Bowrins: to assist against a man named -Tours. She i 


Chase 


nf 
Maine 
in 


dolling np a 
man's -world. 


•V 
-S-"- 
Sc n. Bo->v- 


Tin^ is Picpwb- 
liran 
">n her 


r; 1 a Ic's side. 
She has a gen- 
t 1 c m a n " s 
B C r c c men' 


i 1 h G o v 


as a stage 
direction) 


IS. Two-toed 


sloth 


20. Eieval-e<i 


train 


21. Tear 
24. M<-as-.:rir.£ 


Stick 


] 26. Anamals 


of a e-.vji 


< 


nickname 


1?. Er.tire 


amount 


32. River <Fr.) 
32. Public 


notice 


35. Mandarin 


tea 


36 Girl's name 
37. Scottish- 


Gaelic 


3S. Discharge, 


as a 
srun 


40. in the 


interest 
of 


42 Therefore 


; has a permanent plurality of two -,s . 
^_- 
| paces to one m «ic New York i ^' ^." V' 
telephone book. 
] 
''" ;V 
•d 
-fir * 
ir. or. i h 


?.l.The-.vw>f 


i lady of her jcx "n represcr/i her 
•••-•City 'u 


j home slate in Washinglon. The 
[best part nf the job is dropp;:i2 
] the 
-AT-ck's ivash in ihc ma;] 


! chyle. 


_ 
s Baer 


(5VJT). I 


35. freed of oirt 
SS Back 
T.P. r>rcadf-iil 


The first sal to make the crade 
40. Native of 


I^atirner Felton of • 
Finland 


Crosby In chuck Ihc detail? af'er , Georcia. She served one day in 
4j.Kr^r.rft nvrr 


Ihr rc.";]'5 of the 
November: honor of her late husband in; 42. ?7r.al! rails 


hustings arc in the barn. 
i 1322. I'p until that time the sicn- 
4.".. Prophet 


<• 
~'~ 
~ 
:" 
\ ors 
of the Declaration of Imle-1 


Then Mr. Crosby hopes U) take pcndence barred the sipnoras. 
j 


over the Senate seat for the full 
•;- -t 
•;- 
j 


six seasons. This is what yon • 
\vc arc rooting for Mrs. : 


call nepotism •with intent to ed- • aga;r,5t Mr, Jorjcs. Mr. . 
uC3 «C» 
"tv^ Ci*1 
• <i T*J v*j<^ *-»C 
LJ .. t-^OOOTT^ *T 


"'" 
"^ 
"~ 
j«d". lie says Ma.ccic j? ir.adr-i 


The last time we saw a oca! : p-.-.atc. furr.b'ins. inscrisrvc 


3;ke thi> ihc wife was in the side-' s'-^pcrfl-.io;:?. 
rf.r ol a motorcycle. Ycr.s kno^' 
' 
-;- 
-•- 
-;, 


DOWN 


I. Keep on 


37 


25 


S3 


23 


a i1 
D A I L Y C R Y P T O Q O O T E 


A X > I> L B.A A X K 


the rc?t. in the books yo;: have 
reac". hew the. British sKdiers 
J-.red arjd fled. 


Before we hrtirvp that abort 


we will have 1o consuls 


' L'n. X JOT ^ 
O s. 
jo 


oofi* •<:-TI' »T» 


derr'i Birw 


Work U 


mixJ 


Sen. Bowrinp rnns a !.>.<K>ft-arre If^'RN-VL-STVR 
WANTi"" 4"' 
'" 


"nchA%^s1ia ^ lop ""IADS "BRI>G RESIITS!- ^---^ 


T. Y 7 CSS",. Q Z U E D Q Z Q X T. D " Z. Y S H Q X 


. :.! L X 
K D E C Z Q 
F M E E S E 
L S 
D 
U D C- 


D I" Z — X C E D U A Z. 


D I C K T R A CY 
By Chester Gould 


ICANTGOTMDU CAN ] 
OUT OF 
SHARE MV I 


THIS HOUSE! 
SISTER'S 
-I CAN'T 
7 
ROOM, 


LEAVE 
r 
DEWDROP. 


HEREf 
A TWAT'5 ON THE 
NEXT R 


— i. 
»V 
) 
O? 
'/. SS 


NRT: v s r.i ws. 


MEANWHILE, OPQsJ-MIND 
MONTY'S GUNMAN. ALEX, 
PREPARES HIS SWOESHINE 
KIT COMPLETE WITH 
CAMERA. 


PACIMG TRACY WITH 


A CAMERA IS JUST AS 
DANGEROUS AS US! NO A 


GUN? I'M BOUND TO 
LOSE EITHER WAY.' 


T H E 
H E A R T O F J U L I E T 
J O N E S 
By Stan Druke 


r 
-A HOME, MISS JONES, THAT IS 
rlSMUY ANCHORED IN THE 


TEAPITIOMS OP THE PAST ACHIEVES 
DISTINCTION/ THIS AUTHENTIC OLP 


WILL MAKE A PERFECTLY 


/t\ARV£LOUS TABLE- WITH A FEW 


ALTERATIONS NATURALLV. 


PSST/ DON'T. ASK ANV 
QUESTIONS, POPS/ 
THAT SMOKY CLP BELLOWS 
HAS DISTINCTION/ COMING 
TO THE OfFICE? 


W5LL...ER... 


M A R Y W O R T H 
By Ken Ernst 


>OU SEE., MAS5HA, WHEN A 


WOMAN FLAUNTS HER HOLD 
UPON HE.R HUSBAND, IT'S LIKE. 
AN OPEN INVITATION 


MEANWHILE--j ^^L ^299.73 I I DO^T TRUST 


INCLUDING TAX AN ' ^ HtLp 


ENGRAVING! WHERE SHALL i MY HOTEL-- 


•IDITTOMY PARTNER, 


MR-VICTOR. DtVORE.ATTHIS ADDRE55!---^ 


I'LL GET IT FROW HIM! 
>. 


R I P 
K l R B Y 
By Alex Raymona 


MR. DELI6MT, I PON T 
KNOT.'... W/='l?c SO 


BUSY AT T.ME 
STUPIO THAT 
SOCIAL LIF= 


IS...WELL... 


^/ YOU AMJST LET A15 


I TAKE YOU SAILING ON 


tM LITTLE 3CWT..- 


,_,. . 
RELAX... SUCH 
^*X FRcSM BEAUTY SWOULp; 
\ 
8= GUAKPEP 


. \ 
JEALOUSLY. MISS 
y 
LEE, WILL 
you? 


SUCCESS, ROSA! PA6A.M Lc= HAS i 


i \ CGNSSMTH? TO 6O S4:LIMC5 WITH / 
\ 
ME—NOW TO SORROW A 
>p 
-^ 
BOAT 
- " 


J O E 
P A L O O K A 
By Ham Fisher 


THEY ALMOST 
DESTROYED US... 
...THE NAZIS CAME 
...ACH-IT WAS 
HORRIBLE BEYOND 
BELIEF...THEY 
MU3DEREP OUR 
FRIENDS...THEN 
CAME THE REDS 
ACH...TERRIBLE_ 


WE PRAY THE GOOP I TURRIBLE 
GOO TH=Y NEVER ) 
—JEST 


RETURN/ T-f 
TURfU8Lc. 


' MY PEOPLE HAVE 


AN OLD LEGEND._ 
THEY SELIEVED 
THAT THE CLOCK "V. , 
OfJ THE TOWN HALL 
N'•"• 


6AVr THEM LUCK._ 


i WOTUSSED 7 
rr AINT WOR 
GEE...A".USTA 


/c 


D O N A L D D U C K 
By Walt Disney 


B R I N G I N G 
U P 
F A T H E R 
By George McMcnus 


-*^i^l' ^ T.rv'-ii^ .H" - 
r N 
' " "^""' I •- 


• o^ - *•* - -*- 
j 
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Cattle List 


Mart Price Dips 
j 


OMAHA 
(yn 
— 
Hoff 
prices j 


dropped 23 to 50 cents or more] 
on ihe Omnh;i market Tucsd;iy as! 
vccc-ipts increased to around 8.500] 
head. Fed steer prices were 
steady 1o 25 cents—and in spots 
50 cents—Jov.'er. I-'af. lambs were j 
steady. 
I 


OMAHA 


H-itM 
S-.lnhlp 
Turidav 


:'ti-!>' .Mtvi-. L'.'i-.'iOv or :'"T 
>'i.;;.|u 
ifv 
Kirrmvs 
nnd 


K..'<10: 
inodVr- 


OO: 
;.'.'i(l-:TO 
IV". . 
-70- 
I!"... 


.'22 "/I • " 1 2.">: -K'O 
h 
ir. 
;:.'<) :,fi. 


Caitji-: 
.-iajaHr M.OOn: 


Mcrr*. nn-tiop.iin;ttinK in nip 


sous tin t" -l 
( 


i nv... :•:'!. <»r-- 


Markets At A Glance 


NI'-.V YOItK (/!')— 
Stocks — HiKhcr; rails in 


lead. 


Honds—Mixed: governments 


off sliirlitly. 


Cotton — IrrcKiikir: liquida- 


tion and liedKinc. 


CHICAGO: 
Wheat — May easy: other 


months fin,.:. 


Corn — Mixed: small price 


to 25 


New York Stock Closes 


Oats — Steady: small jrains. 
Hoys — Down ~3 to 50 cents: 


ion ?^7.CO. 


Cattle — Steers steady 


eents do\vn; top S27.50. 


rk : 


JIM- 


strridy tn I-.--.MIT: 


i^- 
lit:]r- rhant'c 
on 


o.'i."" and feidcr:.: 
fn! 
u- 


> 1 ' 
I'll. 20: 
;C nil: 
2 .!..-.r>; 


rr-iX-I to lev- cr-nicc steers. SL'('.(!'''' 
C!K' 
:-.T to Sow prime heifer;, S22.PO' 


i - r i ' i ' v 
r.r.3 
ccrntru-rc-ial 
row-.. 
Vi'J'i'W 
1 ! "'; cr.r.^rrs and cutlers. JHl.'O i 12.00. 


Sheer: F?!.ih!c 2.SQO: no'.hr: -iindv; few j 


clltrcr 
,~«d 
prrnc 
natiu- 
srrim: 
limbs. 


''_'•> 7." r,.::'. si/enh-t- If! shorn larnt-.s £10.00: j 


(IT..! nnd 
>-hp;cc !H 
and 1 1 2 ! 


ir-.'r.v. .';.">.00: :<--.v Jl'I.r.n: TV-' 
nd nnri dicier shorn l.Mr^ with t 
:1'?."0';7 23 "0; poM nnd < h n i i ' c l 
Jo.'O'iT.OO; 
ciill r.nd 
u'.ilits, : 


i 27.2.-I. lop 2: 
!>.(t()n; 
c;<lu-s 
1.100. 
Shiis'htir 


s'.cv:s nnd heifers Kciurally ".0 cents <n 1.00 
!:u:hi-r: hn-h iinod nnJ choice steers 2-..10fi1 
21."if. 
rm-.'i 
choice 
nnd 
low prime sii-m 


2.">.00'3'2."i.:.'.°">. tor 
20 2.": hiBh choice and 


rriiiu1 
mj.Md 
s'.eer 
and 
heifer 
yi-.irlmv:s 


L''. L'.'i ^ 2 !.7.'i: most pood am] choice heifcrv 


,")0-7.~i hiKhiT: most good and 
-J K 
ioirc 


.Mind ('lu-inK.il 
Allis Cli.tlnu-is 
Aluminum Co 
Am Airlines 
Am C;m 
Am C;ir & l-'dry 
Am K.idi.it ft SS 
Ail) Sim-li ,V- Ili-l 
Am Steel Kdry 
Am 
Ti-l 
.V- 'IV 


Am TolMivo 
AIIHTH.'.UI \\'oolvn 
An:itond.i 
('upper 


Armui Mai 
Ai mom 
AtJi Tim fc SK 
Avi-n 
.Mli: 


llalilttiti 
l.<Ki> 


Itjltunori- 
A 
(Mlio .. 


1 Ifiidix 
A* i;ition 


lli-ihlt-hpm 
Steel 


lloi-itit: 
Aircrall 


! torn-\V:u net 
Hudd 
i .ilimu-i 
MCV.-I.I 


('^in.-id.-i 
Ur> 


(\m:idian 
I'acific 


< ':IM- 
J 
1 


C':ittTpiM;ir 
. 


(-Ylitnr^c 
< Y n t . ,•:• S\V l.:iil . .. 
Ci-rrn 
IK- r.isto 
. . . 


Cln-s;ipc:ike A Ohio .. 
('IIIIMKO 
A. \ \\'; 


C!in.-:n"i. 
I Cock 
l.-.land 


Chr>sler 
Citu-s Service 
('liniiix 
Molyhdm 


C(*]o ruel tt Iron .. 
rohim'.^ia Hrontl A . . 
C;>himl-<i;l Cai A- HI . 
('omnu-rci;il 
Credit 


("orninntiv.i-:illh 
ICdKon 


1'atkinii 


j .«h!pm;-ri!s 
1'.-. •A.i'-li-c l 
f t r i J:\~rt> rr 
». 1 r-,!t. 
'.hrr-. c-.vr^. 
o".0?'-:..50. 


Tfucv: PalaNc S.< 


£."c If 
mostly nOc 


s^v.-s: closir.K 
dttll at 


1?0-2!0 IK Niiihcrs 
h::r;1rrd choice No. 1 and 
.-• • h:ah as ?27.''tO: r-?o^t 2.~0-2S 


•'•.' '-'1 -.'I' nosi 
2-?.CO? 
z 
fu-w 


''.itiic: S;:b 


7r:i((in" !n\v c 
below 
f.-iirly 


IK steer". 527.00: mo>! cocci 


*i-d choice srei-rs and 
ycp.rlinrs 520.51-V 
23.10; a Ip.icl pf prime 1.000 Ib. heifers 
£26: choice to low prime neifcn: $22.00'^ 
20.nn: tj;.j]fy and commercial cow-.s .$12.50 


D K N V K R 


HUES: Salable Tuesday 
700: barrows 


', nnd £i!ts ft('<r lower; sows steady to HOr 
| lower; 
choice 
185 to 200 Ibs.. S27.0fi'-. 


27.f>0: 5Pvi-i-al lots 2011 to 242 Ibs.. S27.75: 


I 2fi7 
ti> 272 Ibs.. S26.5fKi21.PO: choice 350 


to 
.".IP 
Ih. 
sows 
S18.50';i 22.50; 
lifihter 


! Cunt Motors 
v ' - 
- 


' Cunt oil 
r,s 
— 


i Corner Itanirc 
2 v ' j 
- 


; Corn 
Products- 
7:;ri« 


Cfiir.u;o 


,-nn: slo\v nrd uneven: 
loxu-r *'n 
ritn-:hi.-rs and! weights S2X00''.-23.75. 


s^~!»'';:r)5i<;« 
c^']'~^.\ 
Cattle: Salable 5.000; calves. 200; fed 


'"" '"' ., "jfifi'.oiri !hs i s'ecrs below average choice selling un- 


~ n ']bs""V''r. 7"! ' dc-r 
?24.00; 
steady: 
average 
to 
hit'h 


Ih 
sn\v; ''•'irid-r- i choice steady to weak; fed heifers fully 


'is h't'n 'as " 52:;.50" cood ! steady; 
cows 
steady 
to 
25e 
hiqhcr: 


j other 
slaughter 
classes 
fully 
steady; 


'le S.PO.i; c.ihes 400: steers stock 
cattle unchanged: high 
Rood 
to 


•'.'ice't-' avenue choice nnd I averase choice 
fed steers S23.00^> 24.00; 
:«hr: 
mc-<t:y stendy; 
hctt<_r| average 
to 
high 
choice 
$24.00''; 24.25: 


.erodes slow, weak :o 2.~c Iruver: heifers un- 
utility 
and 
commercial cows $14.50^ 


even 
?vcracing 
fully 
.stc.".i!>: c.-nvs active. I 15.25: canners and 
cutters S9.50fll.50: 


r:ronc to fally 2."ic hi-her: bull' fully steady:! commercial bulls S16.00: choice venlers 


r? steacv to SI higher: a load of rrirne | J21.50: poor! to low choice stock steers 


?19.00-;T21.00: choice fleshy feeder steers 
S21.50: good stock heifers 517.00^18.00: 
choice fleshy feeder steers S20.00. 


Sheep: Salable 3.000: slaughter lambs 


steady; sheep steady to 50c lower: choice 
and prime 102 Ibs. lambs with 
No. 1 


pelt S22.50: good and choice with No. 2 
ST. 
pelts. ?20.50'I> 22.50: cull and utility shorn 
Hoc:?: 6.000. Barrows and gilts ISc to slaughter "ewe's" S3M^'S.s6'.' 
SOf jower; choice 130 to 240 Ibs., 525.50 
(527.35. 


Cattle: 6,000: calves. 300. Slaughter 


?foers, jvarlincs and heifers weak to 
50c !o>ver: average to high choice fed 
stcrrs J24.50: sood to choice S20.50S! 
23.50. 


Sheep: 1,500. Moderately active: slaugh- 


icr lambs steady to 50c higher; choii-e 
and _prirne native spring lambs up TO 


SIOUX CITY 


Cattle: 6.700: slaughter steers rather 


s'.ow: around weak to 25c lower: heifers 
steady to weak: 
cows scarce, 
fairly 


active, strong: bulls steady, fresh stocker 
and 
feeder 
supcly 
moderate. 
avcracc 


good 
and better steady, others slow; 


choice fed steers mainly S22.50<S24.00; 
load lots 
choice heifers 
S22.00S23.00: 


utility nnd commercial cows mainly 512.50 
S3 o.OO. 


Hops: 7.500; liffnterweight barrows and 


gilts fairly active, heawweights rather 
slow, general market 25c to 50c lower on 


DOW JONES STOCKS - BONDS 


NEW VOItK (I.VSI-—Closing Jlow Joncs 


5tock averaue>: 


Tuesday I"rcv. Close Year A en 


nn Industrials :;i!).S2 
:il9.:!r> 
27S.-2U 


2(i Hails 
ji)ii.<»9 
inr,.nx 
Kil.r>:i 


15 
I'lilities 
...5(i.-l<i 
r>(i.:ir. 
.11.2G 
Hange of Bow .limes stock avc-rages: 


Open 
High 
Low 
Close 
ChK5. 
nn ind. .T1.S..14 32i.fi.-> nic.st :ti9.s2-H>..i7 
•JO Kail 1II.-..29 ll^.fi.", KI1.HS JIIR.09 + J.9B 
ir. nil. ."i(i.-i2 5fi.(« .ofi.ni .in.id + ii.M 
65 Slks 11S..15 119.S9 1l7.»r, UH.2S-f-0.7B 


Transactions in slocks used in averages: 


Tuesday 
.Monday 
Fridav 


Industrials 
IKl.(iOl) 
211-9(10 
3.".I.7HO 


Hails 
loll.70(1 
9(;.4()(P 
9!».:in() 
Utilities ... .".son 
.i(i.(>iiii 
r,9..ton 


Cj Slocks 
389.SOII 
:!.->1.90ll 
493.400 
Doir .tones- clusmg bond averages: 


40 Jtnnds 
100.7(i + n.03 


10 Higher Grade Kails 
lOS.or—O.flfi 


10 Second Grade Kails 
99.24 + 0.03 


30 Public Vtilities 
100.fi! + (l.or> 


JO Industrials 
J00.12+ 0.08 


Radio-TV Programs 


KFAB, Nebraska's largest, affiliated The Journal-The Star 


clear channel, 50,000 watts. CBS programs. Programs are furnished 
by stations and are subject to change by stations. 


KFAB 1110 
KFOlTizio 
KLMS~li80 
er.Vxi~iTiul 


K3ITV Channel S 
H'OWTV Channel « 
i«X> ~ 
WOW'rtO 


KOLJTTV Channel 1Z 


Wednesday 


6:00 
a.m. 
6:15 a.m. 
B:30 a.m. 


KFAB News: Farm 
KFOR Alarm Clock 
KLMS Wake-Uo Time 
KO1.X Serenade 
TTOW News: Weather 
>VO\VTV Today 


8:45 a.m. 


Johnnie Wills 
Alarm Clock 
Wake-Up Time 
Prayer 
Farm Story 
Today 


Down to Earth 
Alarm Clock 
Breakfast Party 
Farm: Markets 
Farm Reporter 
Today 


7:00 
a.m. 
7:15 
a.m. 
7:30 
a.m. 


M. & R.: Markets 
Alarm Clock 
Breakfast Party 
Lincoln News 
Farm Reporter 
Today 


7:45 a.m- 


KFAB News 
KFOR News 
KiMS News: Polka 
KOLN Get Ready 
\VOW News 
ATOWTV Today 
KMTV Morning Sho» 


8:00 a.m. 


Mary & Ray 
Musical Clock 
Six Fat Dutchmen 
Two to Get Ready 
Four Bell News 
Today in O—aha 
Morning _Show 


8:15 aim. 


Weather 
Musical Clock 
News 
Weather; Get Ready 
Breakfast Bandstand 
Today 


Show 


8:30 a.m. 


KFAB News 
KFOR News 
KI^IS News:AIenn 
KOLN Lincoln News 
WOW News 
WOWXV Dine Dons 
K.UTV Godfrey 
KOLYTV Kilent 


Markets: News 
Breakfast Club 
Morning Menu 
Allen's Alley 
Markets: Weather 
Dine Dona School 
Godfrey 
Silent 


9:00 
a.m. 
9:15 a.m. 


KFAB Kitchen Klatter 
KFOR My True Story 
KL>IS House Party 
KOLN Cecil Brown 
.WOW Welcome Trav. 
.-WO'VTV Home 
KMTV TV Home 
.KOLXTV Senate 


10:00 
a.m. 


KFAB Godfrey 
KFOR M Romance 
KLMS News 
KOLV Senate 
WOW Strike It Rich 
-WOWTV B. & Groom 
KMTV Valiant Lady 
KOLXTY Senate 


11:00 a-m. 


f FAB Wendy Warren. 
FOK Church 
KL/MS News 
.KOI,\ Bri-stBank 
WOW Ma Perkins 
WOWTV SocaluaE 
KMJ.V_ People 


12 noon 


Kitchen Klattcr 
True Ptorv 
House Party 
Faith in Our Time 
Welcome Traveler 
Horre 
TV Home 
jSenatc Hearings 


l6Fl5 a.mJ 


Arthur Godfrey 
Since Eve 
House Party 
Senate Hcarina 
Strike It Rich 
Hawkins Falls 
Love of Life 
JJcnatc Heatings 


Jl:15 a.m. 


Hclnful Hrltz 
Breakfast Hub 
Morning Menu 
Allen's Alley 
oDO Hour 
One Man's Family 
Godfrey 
Senate Hearings 


9:30 a.m. 


Arthur Godfrey 
Whisoerinit Streets 
House Party 
Senate Hearings 
Bob HODC 
Home 
Strike It Rich 
Senale Hearings 


10:30 a.m. 


Judy & Jane 
Hazel Stebbins 
House Party 
Queen for Dav 
Payins Phrase 
Betty While Show 
Search ior Tom'r'w 
_Sj!cnt 


11:30 a.m. 


Alex Drier 
Music Clock 
Morning Menu 
Two to Get Ready 
Breakfast Bandstand 
.Today 
Morning Show 


8:45 
a.m. 


Kitchen IQub 
Breakfast Club 
Chanel Window 
Allen's Aller 
590 Hour 
3 Steps to Heaven 
Godfrey 
Senate Hearings _ 
_ 9:45'a.ro. 
Arthur Godfrey 
Girl Marries 
House Partv 
Senate Hearings 
Break tie Bank 
Home 
Strike It Rich 
Scnatc_Hcarinss _ 
_ 


10:45 a.m. 
_ 


Roscmar>' 
Stebnins: Crocker 
House Parry 
Queen for Day 
Showcase 
Betty White Show 
Guiding Light 
Silent _ 


Aunt Jenny 
Melodies 
Treasures & Measures 
Round Tht. Town 
! Connie's Kitchen 
IK.-IV 


i 2:1 5~ p.m. 


KFAB News 
KFOK Paul Harvey 
XLMS News 
KOLN Lincoln Ncwj 
WOW News 
WOWTV Flickers 
KMTV Noon Kdition 
KOLXTV_Silcnt 


1:00 p.m- 


i Tunes: Chris 
j So" 
C"rninc On 
Tolka Band 
Markets: High Noon 


i News 
Snicker Flickers 
(Martha 
(Silent 


i Helen Trent 
I What's Cooking 
j Treasures & Measures 
Time for a Sons 
Perry Mason 
TV Feature 
G. Moore Show _ ^ 


~ 12:30 
p.m. 


j \Vcaihcr: Farming 
I News 
! V\ t-stern Serenade 
Bj.M;balI 
WOW Callini! 
Farm Reporter 


_- 
__ 
| Our Gal Sunday 
(''Jooking: Weather 
} Treasures & Measures 
! Capiiol Comments 
Melody Mill 
TV Fe.it.iri: 
G 
M oore Show 
_ 


12M5 p.m. 


Soybean Futures 
Plunge lOc Limit 


CHICAGO (/Pi—May and July 


soybeans 
plunged 
another 10 


cents on the Board of Trade 
Tuesday, 
making 
the second 


straight day they have lost the 
limit permitted in a single ses- 
sion. 


Other grains, however, turned in a much 


bolter performance Th;m Monday, when they 
were 
undermined by the so>bcan 
break. 


Tuesday, most \vhcai, oats and rye tuturcs 
firmed.: Com had very small nrice chances. 


_ \Vhcat closed "i lower to "i higher, corn 
'* lower to 
•'!* hishcr. oats 'i-"i hirficr. 


r>c I'.i-l 1^ hieher. soyhcans 2^1 to 10 cents 
lower and lard unchanged to 95 cents a 
hundred pounds lower. 


JA'cu- 
J)»uiihi\ 
iJul'iini 


Kllntkotc 
Krurhaut 
TriiiU- 


(H-IU'l.tl 
lOll.'^ 


(A'tu'iiil 
I 
1 ouds 


l i f l l t l ' l l 
. M l ) l < M \ 


Cilk'iu- S;i! l l : 


i 
)loimv..ikc MiniiiK 
Illinois 
v cnti.ii 


liilirnaliiin.il llarw 
InU'Mi.iiioniil .N'K'ki. 
1! 


InirrnitiKniiil 
l';ipt.i 


InUTn.ilH'n.il 'IVI A: 
Juhn\-.M:nivillc 
Ki'nnr.-nll (.'upper 
K rcMiL' S S 
i,;itn-0i' 
(j;is Li 


Lehman 
I.IIMM-.V 
Owt-ii Ford 


J.oUJH'cU 
Aircntit 


Loews 
.'Kirbliiill 
l-'ii-IJ 


.\hirtin 
Glen 
I , 


.Mission l 'oip 
.\IuntKuini r> 
U':trd 


N:il 
ItisL'ini 


.Vil Cash 
HfKlsicr 


.Miiiuiiiii City Lines 
.N.it 
IJ.nrv 


,\,tt 
DlMllllTS 


Nut 
(J>psum 


N 
V Cc-TllNll 


North Am 
Aviiitiun 


.NurUl 
l':icilic 


Ohio 
Oil 


oliM-r (,'orp 
r.u^.ird 
Can Am 
Airwavs 


rai.iinount 
!'ict 


IVmi 
K 
K 


I'epsi Cola 
I 'helps Uodue 
1'hilco 
..... 
. 


J'hillips 
IVIrol 


Procter «t ci.unble. 
riillnian 
. 


Kadio Corp Amor 
Kuninxlon Hand 
Hepubnc Steei 
Kexall 
L)ru« 


Kicnticla Oil 
Hockwell bprinK 


. 
4 1 - i 
• 
'< 


. 
! ) ' . - - 
'. 


, 'J!l-'. 
I 


. J j l " k 
• 
'< 
.M',; 
, 
>>l 


, 
',) I ' 1 
. 
. 
. 
. 


. 
'. P* 
' 
' J ' t 


, 
I'll) 'x 
T 
V» 


. L'.'. -. -- 
_ >n 


. 
*>"> 
-t- ^ 


; 'vi'l '- i ' . 


Tel 
.u i ' 


;'i!' 


r,'2, 
~ ,u 


11'I '•'•'"',* 


tj-1 '. 


-7» 


OU'ii. — 
'.s 
•^ 
-t- 
'-i 


17=i — 
U 


ft 1 '» 
-r 
?» 


CHICAGO RANGE 
Wheat 
May 
. . . 


July 
. .. 


Sept. ... 
Dec 
Corn: 
May ... 
July ... 
Sept. ... 
Dec, ... 
Oats 
May ... 
July ... 
Sent. ... 
Dec. ... 
Kye 
May ... 
July ... 
Sep. 
Dec. 
Soybeans 
May ... 
July ... 
Sep. ... 
Nov. 
Jan. 
— 


Lard 
May 
... 
July ... 
Sen. ... 
Oct. 
. -. 


Nov. 


High 


2.00 Ti 


2.00 
2.05 H 


] .32 
l.SH-i 
I AS'.', 
1.41% 


.72% 
.68 'i 
.68 'i 
.71 '.i 


..99 '-i 
1.04 'i 


?, 99 *i 
3.07 
2.74 'i 
2.51 Vi 
2.55 


Low 


I'.O-t^'sJ 
2:204. 


1.51'-j 
1.,-jOTi 


1.40!i 


.70 
.U6ri 
.66 '.i 


..94=; 
1.00 


. 


3.8S'/i 
2.6S 
2.45 'A 
2.49 Vi 


OF PRICES 


Close 
Chansc 


i LOO '\ 
-r 
=i 


2^04 '* I 
*i 


1.51*1 
1.51% 
1.47*1 
1.411-1 


-OS 
.67 \~ 
'.70 "s 


.92 
.nr> 
.93 
1.03 


+ IVi 
~ 1 >c 


j Sa\.i^-.- Arnii 


Schenlcy JJistilk-rs 


] .Sears Roebuck 


Simmons 


I Sinclair Uil 
I ijkclly Oil 


Socony Vacuum 
Sou i'acilic 
bpcrry 
Spiegel 
Stand Brands 
Standard Oil. Calif 
Stand Oil Ind 
.Stand Oil N 
J 


Sttidebakcr 
Sunrjy 
Oil 


Swift 
Texas Co 
Tidewater Oil 
Trans tic \V Airlines 
Tricominental 
Twenty Cent Fox 
Union Carbide .... 
Union ljaci!ic 
United 
Airline 


United Corp 
I'nitcd Fruit 
1; S Linos 
U S Pipe & Fdry 
U S Steel 
Warner Bros 
Westinghouse Air Brk . 
Westinghouse Klec 
Wheeling Steel 
Wilson 
Woolworth 
............ 


Zenith Radio 


3.90s; 
—10 
:\.ss'.k 
—10 
2.60 >i 
— 2- 


2.47 
— 3 


2.50^4 
— 3v 


1S.60 
If. 55 
Ifi.fiO 
lo.rso 
14.25 


17.75 
17.75 
15.SIO 
14.95 
1-1.00 


17.75 
17.77 
15.95 
15.05 
14.00 


.nr, 
.S:-! 
.65 
.20 i 


•12 '.B -r 
•ItJ Vi 
. . . 


-!•! 
— 


-12 U ... 
5S 
— 
"u ~ 


bl-s - 
.Si l 
- 


.. 5% J- 
Vi 


.Ws 
H- I'.s 


1 .1 "i 
~ 
1 
.. 46% 1-. U 
.. 45-Vs — 1 


.'." 24V« - 
Vs 


. . 71".-i — *s 


. 4 1 


67 
-=-1 


AMERICAN" STOCK EXCHAXO'B 


Electric Bond & Share 
21 


Kaiser Motors 
. . - 
2'i 
. . 


Xiles Bement Pond 
20li — 


PRODUCE 


CHICAGO EGG FUTURES 


Sales 
Open 
Hish 
Low 
Close 


Sen 
412 
41.90 
42.10 
41.60 
47.75 


Get 
145 
41.30 
41.60 41.05 
41.20 


Xov 
S 40.15 
40.15 
39.75 39.75 


LINCOLN GRAIN 


Tuesday. May 4 


Wheat: No. 1. J2.20. 
Com: No. 2 yellow. 11.40; No. 2 white, 


J1.45. 
Oafs: No. 2, 32 Ibs., 76c. 
Barley: No. 2. $1.05. 
Milo: Cwt., S2.30. 


OMAHA 


Wheat: Sample, $1.92@2.21 «•;. 
Cnrn: No. 1 yellow. S1.53*i: Xo. 2. 


51.53: No. 4. 51.49U &1.51->i; 
N'o. 5, 


$1.441-'t ifi-1.4GVi; sample. S1.43V1. 


Oats: Sample white. 50S72c. 


KANSAS CITT 
Wheat: 60 cars: down Vic fo up 2c; 


•No. 2 hard and dark hard S2.46; No. 3, 
S2.45W; 
No. 
2 red, S2.22M;©2.30VirvJ; 


No. 3, S2.21V2I32.29V4.V. 


Corn: 16 cars: down %c to %c; No. 2 


white. S1.62'?L67N; No. 3, SLS'^LSGN: 
No. 2 yellow and mixed SI.54?i5? 1.55; 
No. 3, 51.51% f J.51%. 


Oat: No c»rs; generally up 2-3N; No. 


2 white, 78<ff91N: No. 3, 75S90N. 


CHICAGO 


Wheat: None. 
Corn: No. 3 vcllow. Sl.SB^S "/rl.57: No. 


4, SlSl-Ti^l.55; No. 5. S1.49?i«f-1.52. 


Oats: No. 1 heavy white. 78c; No. 1 


white, 743,i^J77c: sample grade medium 
heavy white/ 74c. 


Soybeans: None. 
Barley nominal: 
Malting SI.20^1.62: 


feed, 92ci& 1.1-3. 


GOVERNMENT SECURITIES 


LINCOLM 


(Qaotatlons from Local Firm«> 


Ponltrj: Heavy hens 4H Ibs. and over 


14c; 
liBht hens, lOc; Leghorn heos, 
lOc; 
heavy springs, 21<324c; Legnom springs, 
loc; old roosters, lOc; 
Leghorn roosters, 


lOc; 
premiums 
paid 
for commercial 


fryers. 


EKRS: 
28c. 
Milk: Basic price for testing 3.8 per 


cent butterfat retroactive class 1. $4.o7; 
clais 2. S3.02: calss C, J2.50; No. 1 churn- 
ini cream, 50c. 


OMAHA 


Churning cream: Country station average 


50 cents; direct shipper, track basis 54 
cents. 


Milk: 3.S per cent butterfat Class 1 S4.s< 


cwt.: Class 2 J3.02 cwt, 
Butter: 92 score, 
quarters, 
one-pound 


cartons 60 cents; 90 score 61 cents. 
Escs: Current receipts 4-1 Ibs. net quoted 


mostly SS.25-S.55 per case; buyers paid 
30 cents a dozen for Grade A. 


Poultry: Hens colored 4J.i Ibs. and over 


mostly 10 cents; hybrid poultry discounted: 
old roosters S cents: lifiht hens and leg- 
horns S cents; broilers 22-23 cents. 


1:15 p.m. 


. 


1:30 
p.m. 


KKOR AVn You 
KLM-S News. Music 
KOLN Bascbali 
WOW WOW CalHas 
WOWTV Kate Smith 
KMTV Pav Off 
KOL.\TV_Seaaic 


'.5:00 


Back ip Bible 
Av'n You 
Carolyn Galling 
BaiCball 
Dr. Malone 
Kate Smith 
Bis Pay C'!f 
_S_cnaiC Hcarincit 
' 


KFAB~ HiIltor-"~Ho"cue~ 
•JKFOK .Vn You 
KUMS Newt. Music 
KOI>.\ I5aseba!i 
WOW Beautiful Life 
W«WT\ Travelers 
KMTV Bri=h:crDay 
KOLX I \" Scr.a:c 


3:00 
p.m. 


KFAB Don Nonnaa 
KKdll Sir:a!c 
KL>IS News 
KOLX Hcadlina 
WO\V r.ackstare Wife 
\VOWT V Connie's. 
KMTV Woirsn_>_Vir=r 


4:00 
p.m. 


KFAH Sunshine Sac 
KV«U1 Local Newt 


_ 


, House Taxtj' 
j Av'n You 
! Music i>bot> 
' i;x-.fb2ll 
ilpad of Life 
Welcome T\ir 


WOW 3'iain Bill 
WOW1 V Tra:l Time 
KMTV DmiNc «• . 
' 


3:15 
p.m. 


• Anhiir Godfrey 
1 SI.TJ:I.' H(.-ar;r;gj 
! Wax \Virhousc 
: (jioomr/us:crs 
'^IC^.i 
J ).!.,. -n 


Connie "i K-.tchca 


' 


lic.ivcn rnd Home 
O.Irrc Ail Kicls 
* 


Front !';:E._ Karrell 


Nora Drake 
Av'n You 
Music Shop 
Baseball 
Guidinc Lichl 
Kate Smith 
Bob Crosby 
Senate Hcarinc. 


2:30 p.m. 


Iloufc Party 


1 Av'n Vow 
; Music Shop 


. 
I'cPrer Younc 
On Your Act-ouai 
!;i>bi O Lewis 
Siicn: _ 
_ 


3:30 
p.m. 
_ 


; Anhur Godfrey 
- Scfi.'iJo He:ir:nc* 
Wax Warehouse 


! Markets 
Tid Malonc 
Western Serccad* 
Uan-hal! 
\VOiV Callinc 
Midday Ncvs 
House Party 
Senate Jiearincs 


1:45 p.m. 


-, Second Mrs. Burton 


MUMC Shop 
B.iscball 
<.)'! the Record 
Kat- Snnih 
Bob Cri>sbv 
Senate Jii-arinc! 


2:45 p.m- 


] Wizard of Odds 


Av'n Vo-.t 
.Mus:c Shop 
! Baseball 
Kicht to Happinrsf 
«'n Your Account 
3{oM. O L»w:s 


3:40 
p.m. 


j M.i^c Your Mind 


!'ilu- \Vom;sn 


4 :30 p.m. 


. Here**. Ho^tz 


. 
: L-oT<.r:7r Jone 
Tr.-.il Tir-.c 


^"Fnictions in Bends'* 


Closing Quoiaticnj by First Tru.st Co. 


M.iv 4. IDS-! 


L'.S. Trea>ury Roods 


Bid 
Askftt 
("he. 


inO.lT) 100.17 J- 2 j 
IfHl.i.-, 100.17 - 
1 j 


100.IB 100.IS - 
?• 
} 


ino.:?o 101.0 - i I 


13. .",*, 
100.20 1"0.22 . . . I 
fio-r.ri 
102.1 102.:; . . . . ! 


r>-~>-5l 
inn''? 101 o - i : 


1.-,. ?5 
101.fi 
10KS 
_ 1 


r,S-r,K 
102.12 102.14 — i 


.-<r>-.1fi 
101.2S 101.30 4- 1 


rilWifi 
....104.14 304.20 . . . . 


J.i. 53-07 
102.1f> 102.21 — 3 
r,7 
i on 2S i o".nn 


.-,S 
102.2? 102.2fi — 2 


r,."i.3S 
i OB.Ts 1 Ofi.24 
... 
5S 
10:^.20 in:i.22 — 1 


fi2-r.fl 
lOl.l.i 301.IP — 2 


K2-53 
1O1.15 1O1.T) — 3 


*i« 
1O."2O 10322 — 1 


(U 
104.if> 104.23 — 1 


Bl 
]O2..'!0 103.0 
— 1 


fi7.f»2 
101.4 
101.S — 2 


6S-60 
1 OP.30 1 OP.-! 


fiS-r.3 
1O1.12 JO], iG — 2 


C,?J~,.t 
1OO2S 101.0 
— 1 
70-f.r. 
ioo.ir> 100.23 


»w-<n .. .. 1002*5 100 r,o 
71-':« 
10f> 17 100.21 


72-fi7 
1O0.14 ino.i<s — 1 


72-'™ 
. . 11O13 TOO 17 — 1 


ion.14 loo.i? _ 1 


STATE 


Tuesday—State-Federal 
Poultry 
Market 


Repon: 


EgKs: About -steady to steady. Mixed feel- 


ing regarding undertone remains. Price per 
dozen paid producers delivered to coantry 
buying stations.Somh- 
Xorth- 


caM DlosOy) 
cast 
West 
...30-33 
30-31 20-30 
. 2S-30 
20-29 26-2S 


. 2?>-:;t) 
20-29 
2»3-2<s 
24-2r> 
2G-27 


20-29 
24-25 


! 
.Tune 
:'i .Iisnc 
!'.« .'u-c 


Dec. 
': Mar. 
'.-* .M?.r. 
I 
Dec. 


•^ I>ec. 
'-"••: Mar. 


:"•< Ser>. 
:'•; Mar. 
:"i Mar. 
;S .Tune 
:\ June 
i'i Dec. 
."i Dec. 
:'l June 
!'.- TVc. 
J\ Pert. 
:': Nov. 
!:i June 
!=4 
Dec. 


:'= ncc. 
:'_• Jimc 
r- 
Mar. 


: • • Pec. 
':- Mar 
:•; June 


','.-• 5l'rt- 


1:» June 


x'.s. 


:-\ JIITIC 
V-. .\uc. 


A I^arge - 
A Medium 
15 Large 
Undcrs 


I'oultr?: Steady (or hens and old roosters. 


Commercially 
produced 
broilers 
slightly 


lower than la^t week. Price per pound r.'tid 
producers delivered to country buying sta- 
tions. 


f 
Stale Combined 


Hens, heavy larrc ... lO-ldc mostly 12-13c 
Hens, hwnr small.... H-lCc mostly 12-K4C 
Hens, light 
P-lfic mosily 10-l:lc 


Old rooster* 
0-12c mostly 7-!Oc 


Commercially produced broilers or fryers. 


M farm, 22-25c. 


CHICAGO 


Li»e poultry: Steady to weak. 19 trucks. 
Cliicaso Poultr>' Board rricc chances: 
Commercially 
srown — Sprines: 
White 


Hock. 29c a )b. 


Ducks: Ucaiy 20c: small 
14c. 


Cheese: Single daL-ics. SB'iW.^'ic a 
!b.: longhorns. 3S-«&37'ic: proccsvd loaf. 
34ff37c: Swiss A. 4oS'47c; B. -S2244c; 
C. 37Ci3Sc. 


Bntlen 1.S13.9S2 Ibs. Steady. 93 score. 


56-\c a Ib.: 92 score, 56-"4c; 90 <orc. 
Di'rc: S9 score, r.2c. 


KKKS: 
1S.32S 
cases. VnsettlcJ. 
White 


lan;c extras 70 rcr cent A and over. 37 Sc 
a doz.: fiO-69.9 per ccn! A and over. 
35'^c: n:i\cd larsc extra; GO-69.H per cent 
A and over. 3."i !tr c: mediums f>0-69 9 rcr 
ccnt A .iml over. "i:-c: standards. 33'rc: 
current cccirts. 33-;c; dimes. 32c: clccks. 


.S. Treasnry Votes and 
Oriificates of Indchlc<Snc«« 


Tie.- 
Feb. 
" 


r-i. 1.'. 


. 
. 
. 


i-rrr: Irorn 


]nn.i!> ion 2 
]on.-j:; 101x2". 
idn.;;; ioo.;-o — i 
VW2* ion 7.1 x .1 
;rov2."i 100 27 — i 


• nnd nil l*t. 


3 :'.*<i p.m. 


KVAI: News HiEhs 
KI'OK Pi;::!i Tic « 
' 


.K'U.N K' **•-.• I'.T.'-O? 
!'."-— r.-nim 


AVOW p.rnrv.cr D;IT 
]/- .1 r.^i 


W»\VT\ -ii-ld 1' 
'. 
• •-:• 
\-M« 


•KMTV Tali--; «r-^:s ''i:,- ~r--;:i 
KOIA'T. 
:.:_<•-• ;-::.:_ --'Vr. T ' - : - . 


f>^'KJ p.m. 
^i' 1.% s*.Tn. 


Ji ^*.^ R *^- cs'^ 7i«cCo3 
; TiT" ? ,T ;r 


K1-MS S'os-' 


__ 


T:].% p.rn. 


T'KT i.n rt..:c War 


KOI,\ TV r-jrr 


7:00 p.m. 


R T ^ K KDI 


K IjM r- N r»-* 


WOW Walk a ni>;« 
\\OWTV Th-j-tJ 
KMTV Strict 1- 
K«»LXTV Wrr«:ir.E_ 


s.-'Xl p.m. 


KFAB Crime 1'boios 
KFIK Airrxwi 
Kt>1S News 
KfiJ.V Oi:wjm;.-.rT 
wow p'-i Y«ar Ulc 
\\o\V7V \mi L:!c 
KM T V r.r.r-f 


" 


:* -ht I3ih> 


. 'VrnV' 


M in'j. 
(";'r*?:'t- 


ji,^" vwd'r 
1400 Q 


C o n v e n i e n t 


RADIO SERVICE 


No Parking Problem 


.Inyt Orirc In 


with That Home or 


Auto Radio 


SIDLES BUICK 


2-7027 


Molnni Srrrtr* St»Ooo 


S:l.*, p.m. 


•Cnrrs.- rhfiMi 
' 


«:3'i j-.rn. 
HEAVY 
HAULING 


1ri<- Bic Sl 


9:35 p.m. 


. 
KFOR Mii 
KI.MS N«- 


VIWV FihIXT fc : 
WOWTV K'x'-n Kins 
;>-.;<-. 
V ' - r i - 


KOT.VTi 
f';;,vh,-rjr? 
~\-r •- *-. -«:•<.•• 


U)^>0 p.m. 
30:15 r-Tn. 


KT.'T " 
~~ 


iJxJ'si 
: SnWrti Pariafle 


t'j-jMCm^ 
i]-.i 


i'r.'-il sXf'::^n 
i.» 


Ifl^W) j>.m. 


ilVli. Martin EiOT): 
M.'r>.n IVw-ic' 


'r i^ >' 
^ . .. 
-r -,. ..^ 


K MT>.'_;.Vt«hrT: Xfit . <" > 
V.'tr.T.: Xf•»'.'• N> 


Hrfl* 


KFAB Nr 
KFOR M*rttr, Block 
KI.M>= >*•»» 
•ROLN NieM Beat 
WOW T 
WOW7T 
KMTV 


t:.,£ 


11:35 p.m. 
, . 
Tl:n BXx-lt 
M'<i n^n*« 
icf.t Beat 
ftA 
>.;r.:r O^n 


"A'rrcTrse 


.. 
N-.rhl JVAJ 
Sr-r-.T;r V-r/ 
" 
v^.- Lac i>r. 


Phone 
2-1273 
145 South Sib 


UNION 


FREIGHTWAYS 


DAVID J. 


MCDONALD 


Pres/Jenf 


U N I T E D S T E E I W O R K E R S 


O F A M E R I C A 


A Program for 


FULL EMPLOYMENT 


PRODUCTION 
CONFIDENCE 


KOLN-TV 
8:30 P.M. 


Rails Lead Mart 
To 4th New High 


NEW 
YORK 
(/n.-Thc 
slock 


miirkcl advanced Tuesday with 
railroads in a strong position and 
established its fourth consecutive 
new high for the year, the best 
levels for the past 24 years. 


The 
forward movement was 


far from unanimous. Just before 
the close, a sell-off cut deeply 
into gains nnd threw many other 
slocks back for sizable Josses. 


Alic.'u! with UK- railroads were motors, 


oils, 
rubbers, 
r.-idlo-lelevisions, 
i-heml- 


c:ils :irni the utilities. 
Steels and :ilr- 


••rafts 
ran 
into 
difficulties 
and 
were 


lower alone with inost coppers, distillers 
and electrieal L'tiuipinen's. 


Many brokers feel that the market Is 


Koinj; through a phase of consolidation 
at the moment, takinc adjustments in 
its stride. 


The Assoeiated Press average of fio 


storks gained CO ecnts at S112.10, -a new 
Iiith for the year and the best for the 
average since April 2:!. 1930. 


The 
bulk of that gain Monday and 


Tuesday was lodged in the railroad com- 
ponent of the average. 
The rails wt-rc 


up SI.in at a new high mark of $89.90. 
The 
industrials and utilities 
each ad- 


vanced 20 cents. 


Volume accelerated on the rise and 


came to 1.990.000 shares. That compares 
with 1.870,000 shares traded Monday. 


The 
American 
Stock 
Exchange 
was 


somewhat 
higher on volume 
of. MO.OOO 


shares as compared with Monday's 540.- 
000 shares. 


OMAHA FEEDS AND I1AY 


.,;\!f-'.{a 
lnclll: 
17 Pcr 
ct'nt dehydrated 
S/M/'iJ: burlap or paper ba«s. 


Wheat feeds: 13rr\n $50: shorts. SGj. 
Hominy feeds: Cartels sacked, $3-1; bulk, 
S'ltyiO: ion lots sacked. $5.1. 


Kccdlni: tankace: fiO per cent protein, 


$13;i: meat scraps fiO per cent protein, $130; 
special boncmcal. SHO. 


Soybean meal: 
11-44 pcr cent protein, 


$12-1: pellets. $2.25 more. 


Cats feed: Steam rolled oats. S102; pul- 


verized 
unhullcd oats, 567. 


J/msec 
doil 
meal: 
32 
per 
cent pro- 


tein. S102. 


Cottonseed oil meal: 500. 
Upland 
Prairie 
hay: No 1, t^oWS; 


No. 2. ?2't<?Z25; No. 3. S1S®21; sample 
uradc $15(5'17. 


Alfalfa: No. 1, 527@2S: standard $26@ 


27; No. 2, 
S25.W26; No. 3. S22S24; 


sample grade. $17@21. 


INVESTMENT FUNDS 


NEW YORK 
f API- 


Bid Asked 
Bid 


Af F in 3.21 
ri.fi-1 
B4 
lO'l.'i 


Am liu S 4.19 
4.4S 
Kl 17.77 


Bost Fd 23.34 27.3!) K2 
933 


Broad S 24.(!6 20.6B 
S4 
6.SS 


Cent Sh 10.01 20.f>5 Man 
B 
7.!J(> 


Chem F 22.23 24.0-1 Mass In 22.92 
Div T K 11.00 12.55 
Mut Inv 
S.03 


Divi Sh 2.03 
2.23 .\atl sec: 


E&H B 34.11 36.47 
R-Bond 6 7S 


Fund In 21.S7 23.97 
S-PSt 7.60 


Group sec: 
S-lnc. 
7.9-t 


AA Eq 4.3G 4.79 
S-Stock 
3.32 


Steel 
7.!)4 
8.70 Pnt'm g 
20.17 


Incor In 10.47 12.0U Slat S I 6030 
. 


Kostone 
fund: 
. 


In F 14.02 


Asked 
11.93 
10.34 
10.42 


7.52 
8.72 


24.10 


S.S2 


• 7.41 


S.31 
5.40 
0.03 


21.18 
69.00 
15.24 
23.73 
B3 
1S.S9 20.59 Well Fd 21.70 
BOND MARKET 


NEW 
YORK 
CAP)—The bond market 


was irregular Tuesday as a barrasc of new 
financiiiK ventures sold at auction. 


Railroads and industrials were ccncrally 


hicher as volume increased in S3.7S3.000 
par value from $3.081,000 Monday. But 
most utilities declined. 


U.S. 
government bonds 
were narrowly 


mixed. Over the counter dealincs were light. 


AP COMMODITY INDEX 


NEW 
YORK—The 
Associated 
Press 


weighed, wholesale price index oi .".3 com- 
modities Tuesday declined lo 172.57. 


Previous day 173.40, week ago 173.71. 


month aBO 1(4.44. year ago 176 °3 


HI.-.4 
3 !).->:! 
19.-,:; 
'1951 


Hieh 
. . . . J 7 5 . 4 D 
1S1.72 
19520 215.71 


Lou- 
. . . 172.35 
170.35 175.53 
ISO 34 


(1926 average equals 100) 
' 


Clarence G. Miles 
Is Named Cotner 
Trustee Emeritus 


Clarence 
G. 
Miles, 
former 


mayor of Lincoln now living in 
California, was named trustee 
emeritus of Cotner School of Re- 
ligion Tuesday during the board 
meeting in recognition 
of 
his 


"Jong years of service to Col- 
ncr." 


Trustees, board officers, and 


executive 
committee 
members 


wc,re re-elected. Charles Living- 
ston, of Hastings was the only 
new officer named and he will 
serve a. one year term on the 
executive committee. 


Officers of the board are J. W. 


Lanning of Lincoln, president; 
Marion Morton of Beatrice, vice 
president; and C. R. Hatten of 
Lincoln, secretary-treasurer. 


Trustees include Lanning. Al- 


bert Austin and C. C. Wiggans, 
both of Lincoln, and Guy Cooper 
St. of Humboldt. 


The Rev. Charles Kemp of Lin- 


coln was re-elected to the execu- 
tive committee. 


'Coc':y Joe' Carries 
Ouf Own Sentence 
In Death Row Cell 


RICHMOND, 
Va. 
MV- Joseph 


Robinson—called Cocky Joe—car- 
ried out 'his own death sentence 
an hour and a half ahead of the 
executioner. 


"i shall die by my hands. 1 


cannot think of any reason why i 
should let the state put me to 
death," was a message Robinson 
scrawled on note paper in his 
cell before he hanged himself 
with a bedsheet. 


And in another note was a ges- 


ture toward Death Row Guard 
John Bradley. The 42-year-old 
Negro said he was sorry he had 
to kill himself on Bradley's tour 
of duty. 


Rdbinson's 
electrocution was 


set for 7 a.m. Tuesday after Gov. 
Thomas B. Stanley turned down 
a' final clemency plea. 


He was sentenced to die for the 


1943 slaying of a Portsmouth. Va.. 
theater manager. He was extra- 
dited from New York, where he 
served a sentence for armed rob- 
bery. 


1C. N. Cadwallcsdar 
Buys Servisoft Co,. 


C. Ned Cadwaliadcr has pur- 


chased the Servisoft Co. of 3855 
Soutli from Albert A. Will. 


The water softening company 


will be managed by Cadwallader, 
he disclosed. 


The •transaction involved both 


cash and the trade of a four-plex 
apartment near 48th and Calvert. 


Operation of the water soften- 


ing firm is under a franchise 
from the Servisoft home office in 
Rockford. ill. 


Dr. Lynch !s Creighton 
Dentistry School Dean 


OMAHA OP),— Dr. Benjamin 


J. Lynch Tuesday was named 
dean of the Creighton University 
School of Dentistry, replacing re- 
tiring Dr. James H. Pence, dean 
since July of 1950. Dr. Lynch has 
been a member of the depart- 
ment of oral surgery. 


monEy 


FAST ONE VISIT LOAN SERVICE 


At 
Postal Finance, you 


can borrow the cash.you 
need—from $25 to $1000 
—to clean up old bills, 
pay doctor or hospital 
bills, buy an auto or ap- 
pliances, or for any worth- 
while purpose. 
You select the payment 
plan which suits you best. 
Repay in small monthly 
payments — up to 20 
months to repay. 
No deductions or fees. 
No 
insurance 
required. 


Pay only for the actual 
time the money is used. 


LOANS ALSO MADE TO FARMERS AND .RESIDENTS OF ALL 
NEARBY TOWNS 


POSTAL FINANCE CO. 
312 TRUST BLDG. FL 
3SSR 


CORNER 10TH AND "O" STREETS 


• Loans made to men and 
women, married or single. 
• Private interview rooms. 
We respect your confi- 
dence 
and 
desire 
for 


privacy. 
• No co-signers or en- 
dorsers required. Borrow 
on your signature alone. 
• Your employer, friends 
or relatives will not know 
of your loan. All dealings 
are confidential. 
• Quick action—by phon- 
ing first. Everything is 
ready when you come in. 


PHONE FOR 
YOUR LOAN 
5 - 3 2 3 5 


Comedy, Drama, Excitement in the... 


World's Greatest Comics 


Every Weekday Morning in 


FHE LINCOLN STAR 


Joe Palooka 


Pogo 


The Jackson Twins 


Mary Worth 


Dick Tracy 


Ozark Ike 


Rov Rogers 


Heart of Juliet Jones 


Rip Kirhy 


Merry Menagerie 


Off The Record 


Modest Maidens 


Crossword Puzzle 


Bringing Up Father 


Donald Duck 


Tooncrvillc Folks 


Wilbur 


Slraimc As It Seems 
«^- 


Wishing Well 
»^ 


Daily Cr^toquote 


Don't Miss a Shigle Issue of 


THE LINCOLN STAR 


Your Capital City MORNING Nrv?papor 


School Lands Fees, Licenses 
Reported As "Biggest Ever" 


By VIRGIL FALLOON 


Star Staff Writer 


While the state apportionment 


,to school districts from school 
land funds "settled back to nor- 
mal'" this year, the portion from 
fees and licenses was the "big 
gest ever." 


The grand total of the 1954 ap- 


portionment for the 113 eligible 
school 
districts 
in 
Lancastci 


County is $197,871.77 as compared 
with 5391,590.84 last year, ac- 
cording to County Supt. Glenn 
Turner. 


From school land funds, the 


county received $113,570.53 this 
year as compared with $318.606.03 
ior 1953, 
when reappraisal 
of 


school lands and resale of leases 
brought in the record-breaking 
figure. 


Fines and licenses amounted to 


$84.301 77 this year as compared 
with $72.984.81 last year. 
The 


figure was a record amount. 


The Lincoln school district ap- 


portionment this year is 3163,- 
864.05 as compared with $316,- 
202.81 last year, Turner said. 


Highest apportionment for an 


elementary district was the Sl,- 
514.11 to West Lincoln, and top 
Class II (elementary and high 
r In The Record 


Book 


DIVORCES 


Ella 
Kranzen 
filed 
(or 
divorce 
fjom 


Clarence 
B. 
Franzen 
alleging 
extreme 


cruelty, 
non-support. 
Married March 
0, 


1938, 
Platlsmouth. Neb. 
. Doris Irene Johnson 
filed 
for divorce 


from Earl Verncr Johnson allcsins cjtrcme. 
cruelty. 
Married Aug. 6. 19 IS. Omaha. 


Neb. 


BIRTHS 
Daughters 


BARNES—Mr. and Mrs. 
Gcraitl Ma- 


thiasen (Wanda Nadine WilcoN). April 30 


COOK—Mr. and Mrs. Charles LaVerne 


(Marylou Harral). April 30. 


GILLAM—Mr. and Mrs. Joseph Daniel 


(Eunice Ann Ebclcr), April 30. 


GREENLEE—Mr. and Mrs. Darrell Eu- 


l-cne (Rosina Avelene B.ier). April :!0. 
HALLTORF—Mt. and Mrs. Don Eugene 


(Jeralyn Ruth Schlichtemeier), April 25. 


KUSTER—Mr. and Mrs. Wendell Wa! 
ter tWilma Ruth Meyer), April 28. 


RUHL- Mr. and Mrs. Darrj'I Aloysius 


(Elizabeth Ann Moravec). April 28. 


WISMER—Mr', and Mrs. Merle Corne- 


lius (Emma Gertrude Helmink), April 23. 


Son* 


BOLDAN — Mr. 
and 
Mrs. 
Emanucl 


Harding (Maxine Dorothy Ball), April 
27.BUlS-Mr. and Mrs. Delton Lee (Doris 
Eiaine Ehrlich), April 29. 


DUDLEY-Mr and Mrs. Marvin Dean 


(VtM.in M.ie Ilnimes) 
April 'j:-! 


K1MBALL—Mr and Mrs. William Tal- 


bot (Beverly Ann Williams), April 27 


KLEITSCH -Mr. and 
Mrs. 
Alvin 
El 
mer (Rhea Jean Knight), April 28. 


LOOS—Mr. and Mrs. Francis Howard 


(Luella Ellen Heidecker). April 27. 


LOVARN— Mr 
and 
Mrs 
John 
11. 


(Donna Elaine Carey). April 26. 


TVIUNGER—Mr. and Mrs. Robert Lynn 


(Arminta Eileen Wampk-r). April 29. 


OTLEY -Mr. 
and Mrs. William 
Edwin 


(Gladys Henrietta Winters). Apn! 29. 
PETER—Mr and Mrs. Russell '-rajiace 


(Betty Jean Hartman), April 27 
Z1ER—Mr. and Mrs 
Wesley 
I-.' eRov 


Sr' (Hulda Helen Marie Bohling) 
\priJ 


29. 


school) apportionment was SI.- 
739.03 for Wavorly. 


Lowest amount. $108.03. went 


to a four-pupil rural elementary 
district. 


Turner said the apportionment 


is 
divided 
one-fourth 
equally 


amon}; the eligible districts and 
three-fourths based on pupil cen- 
sus. 
This year's census rate 


amounted to approximately $7.52 
per pupil. 


Losfr & Found 
7 Business Srrvica 


r*riv"»ho"pn.ki.(i"urrViTllol(l".«"<• .ii\,i ' 
~ " KI.OOU 


ll"ll .\llll) 
lIl.'IKIlMii l"> jsi 
I 'inn lo Amlirum Mnur • 


21 Truck*, Bodies, Trailer* 


SmalF BIUCK BiiUoid" i»i~"A1om">~ 


Identiflmilon. 
U-HIOJ 


12(Painting, Papering 


iVIulv trovcoLitinK iijtve u» ivinuve ( h e \ i > > U - t 
tuu» 
A: uuliul»ti-rt'(J 
luiinluff 
for 
t > I » J J I M I 
cleamnv tt nuia until dvsiien HI m , i.ntn.i. .\ii 
exi* 
ctittixc 
ttf' 
_ 
UNCULN HUG 


'MSoriPe-i.«-"'-'0i""«QU' IIO<" "ho"S 
& FURNITURE MART 


25' 


IIOUSKCLKANINO 


iummei Cottage R«»ort» 
i-'umils 
eahin 
lluulilul 
vim 
un 


1'lalte l{'\ri. 
m-xt 
to 
(Irctnii 
Kl\h 


Hatcher* 
All 
equipped. 
modirn 


rlcctrli 
Move, new relrlnerator 
110 


& U20 volt 
wiritiK 
Sprlnn home <t 


water pump (1.000 or trade toward. 
. ... ,--..,.„. 


cabin on « lake 4-2723 
0 „ J-"\" - 
N M(m 
——.^»«. .Mo\\t.r ftp.ur ^ ^h,irp».nlnx 
.ill 


Pit kllP. 
' .• toil 
I i l M H l 


-k l,nun 
1','Kinr .' HM 


l!l">l Dioie 
I 
I'on truck, enclou-d 


bo\ dual wheels &uuipp<d for oro- 
pant 
Have ulbuielois tor ii>v It de 


Cars For Sale 


Wednesday. May 5. 1954 
T3i 1} LINCOLN Si Alt 25 


26 Used Con r-or bale 
2t> bportmg Equipment 
27B 


AUCTION 


Every Wednesday 


lomid.iluin 
wcuk 
" 
R L. LINGLE 


Kandolph 


Personals 
Alkr.ttiom 
on 


Vfi-v roMiuab'r l.tdu •> 
nu"S 
Miit\ 
WO <"0 IS 3-111.'. 1 


/Kir swiTioHlAi.ro iemcc. Ports, T.res ^'[Jc^ A-1 T f U C k S 


" 
" 
s T.,, ,,,u,,P JBUY AN "OK" 


4<J Kurd cnnlnc A: irunsmlulon. 
lor 
III Ai 
4) 


' I I I'mHiJi . l l v i l i . i 
'IH I did 
it.Klin i lU'alcr 


IT UK-viol.-'. HiH 


'It. Ull'MUlrt. Hill 
'li> I'hinoulh. Kill 


China Savs 


No Intervention 
Made In Fighting 


GENEVA (/Pi — Red China's 


spokesman at the Geneva con- 
ference, Huang Hua. said China 
"has 
made no intervention of 


any kind" in the Indo-China war. 


Huang told a new conference 


the Vietminh rebel lorccs had 
obtained their arms by capturing 
them from the French. 


He described reports of Chi- 


nese aid to the Vietminh as "ru- 
mors at variance with the facts" 
and said the rebels "undoubted- 
ly obtained their arms in the 
same way we obtained ours in 
the struggle against Chiang Kai- 
shek." 


Dispatches 
from 
the 
Indo- 


China front have reported steady 
supplying of war 
materiel by 


Red 
China 
to 
the Vietminh. 


French officials say no Commu- 
nist Chinese soldiers have en- 
tered the conflict on the side of 
the Vietminh. 


Mine Blast Kills 14 


GROSSETO. Italy Ml — Fourteen 


dead and 12 injured had been re- 
covered Tuesday night from the 
blast 
crumbled Ribolla 
lignite 


mine.. Rescue crews ieared 20 to 
24 other miners still were trapped 
and perhaps doomed. Nearly 90 
men were in the mine when a 
terrific gas explosion colfapscd the 
main tunnel 300 yards from the en- 
trance. 


for 


BUILDING PERMITS 


Joe 
Kleagcr. 
re-roof 
residence. 
2i4-! , 


Vine. $250. 
Frank- E. 
Oliver, add residence. 
3310 


Madison, JSOO. 
R. H. Gilsdorf. new sarase. 614D Kcar- 


nc>. JMjO. 
C. \V. Albers, new resident-garage. 42oO 


'Dudley Transfer, new v-archousc. 
2120 


Adams. J12.000. 
L. G. Ritchey, add sarasc. 1-J24 Pawnee, 


Fred Bredow, new residence, 3776 St. 


JIarys. 59,000. 
. 
E Iceland Lindberit, new residence. 0614 


Franklin, 
fS.OOO. 


REAL ESTATE TRANSFERS 


Phillip Kuhn & w to Fred G. Schweitzer 


& Kenneth C. Schweitzer. L 3S. 3(, 38, 
39. 40, 41. 42. 43. 44, 45, 46. 47 & 48. ex- 
cept N 67 ft of each. Reed and Bl.in- 
chard's Second Addn., Lincoln. <S1 10 
rev.> 
. 
. 
SI 
James Kudra et al to Maurice !,. Fred- 
dncksen t w, L 7, Waites iubd. 
<S9 flO 


rev.) 
S1 


L E McCulIoch et al to L. E. McCul- 


loch. L 11, B 5, Houti Place. 
(S1.10 


rev.) 
. . 
SI 


R L Bartlett & w to Ervin W. Vosta & 
iv. JL 6 and S 10 ft of L 5, Fairi.Tc 
addn. ($12.10 rev.) 
SI 
Herbert Brothers to Ruth V. Hutchins. I- 


10. B 224 Havelock. (SI 1.00 rev.) 
SI 


Pcteron Construction Co. to Rosw-ill E. 
Johnson & w, I. 12. B 1 South Hills 
<S4 95 rev.) 
SI 
Karl F. Neve & w to Veda Ruth Sharp £ 


h and Glen E. Enclc & «. E 12'c ft of 
L 3 i W 25 ft of L 2. Zehmns an'1 
\TTKS addn. (S10.15 rev.) 
SI 


Robert A. Wolcott & w and Emily Wol- 
cott Carpender ^ h. to Harold C. Cook 
«. w. W 90 ft of L 10 i 11. B 6 Hillsd.Vc 
addn. IS23.10 rev.) 
$1 


Delmar L Condon &- w to I'rrrv E. Rohr 
baush *: w. NV: of L 16. J. G. MiiIci-< 
subd. (56.05 rev.) 
* 
SI 


Ruth Ashiey Warner to Karl A. Witt & 


w. L 6 in Witt's subd in Highland Hom<- 
addn. (S3.30 rev.) 
SI 


Van S. Ashmun & w to Willi.im O. Dob- 


Icr Jr. & -a.: L. 5. B 4. Hose Hill adrin 
(S13.20 rei ) 
. 
SI 


Lawrence F. Mason 4- w to Anita .1. Bit- 


ncr. 
S, 2, Duff-Braning rcplat. 
(S17.'!.') 


rev.) 
S! 


Jack L. Antich & w to Leo F. Oilman &• 
w. N1? of WV4 of L 6. Second Addn :o 
College View 
fSS 60 rev.) 
SI 


Tillie Billiar to Edwin W. Bailey Jt w. 


L 4. B 4 East Park Addn. (S9 35 rev.) S! 


William J. Godfrey to Raymond M Hie- 


Cins & TV \V 51.1 ft of N 132.3 ft of L 2 
and E 8 ft of N 132.5 ft of I, 3. S Of 
Stccle Ave.. in Frost's subd. (52 20 rev.) 


SI 


John Schrciirs & w to Fred w. Putney X: 
«-. L 3. 4. 5 i 6. B 1 Bickert's s-ihrl 
(SI.65 rev.) 
. 
S1.500 


DEATHS 


ARMSTRO.Vr: 
— 
Funeral 
scruccs 


Mrs. 
Ida 
Queen 
Armstrong. 
82. 


No. 
3.~)th. 
uho 
died 
^und.iy. 
at 
1 -30 


p.m. U'cdncidi-.v at \''.i(J!ol\-- 
The 
Rev. 


Verne 
A 
Sprmdell officiating 
Gr.ive- 


<.ide 
services at 
3 
p.m 
at 
Tark 
Hill 


Cemetery. S>ra'tsc. 


DAY— Funeral for the 
Rev 
Elmer 
E 


Day 
90. B'aii. who died 
Sunda> 
in 


Omaha, at 2 p m 
Wednesday at First 


Methodist Church, the Re\ 
Carl David 


son and the Re\ 
Melvon Ireland 
offi- 


ciatmR. 
Patricia 
Holmes 
will 
play 
the 


or«.in 
Pallbearers, (jll jrc ministers) \ IL- 


tor West. J. \V. Henderson. F M biuli- 
ner. 
\V. B. Bli.ss, 
Vinivnt Bcehc. and 


S.tmuel 
Beechncr. 
\\juk^. 
Roper 
& 


Sons. 


DEVITT 
— 
Funeral 
for 
Mrs 
Elode 


AJ mi-da Devitt. 67. Davenport, N'cb . who 
died H'-'re Fndav, at 2 p m 
Wednesday 


at 
K!a«.ittcr 
Mortuary 
in 
Nelson, 
the 


Rev. 
Harold 
Coatt-s o! 
Nelson 
official 


ins, assisted 
b> 
Dr 
H.»riild 
S.mdall of 


Lincoln. 
N'elson Ccmcrery 
L'mbcrsers. 


DnItOIS — Kuncr.il foi 
Fr.ink 
DuHois. HI. 


2' t J0 E. «ho died Snndav 
ai 3-10 r- m 
" cdnt sr1,-*> at Rort r & Sons, the I'fv Ar 
thur Crisp officiatino 
M?rjilicc Mac" will 


play the organ. 
Lincoln Memorial firk. 


PKKHfKG— Godfrey E. Frcbur;;. ase 67. 


Hlkhorn 
Funeral 
services 
\Vcdni-sdav, 


1:13, Nelson Funeral home, 2 P.m.- Beth- 
lehem Church. Wavcrly. 
Rev 
William 


Hultman officftttins- 
Burial church ceme- 


tery. 
Nelson's. Ccrcsco. 
Ad 
5 


KETjLV — Funeral for John Kelly. 91. 
who died Tucsdnv. at rj-.'JO p.n. Wedn.sday 
at L'mberscrs. Captain Walter K. Kennedy 
officiatmji 
.Mrs, Rollie L 
Woodruff v.ill 


plav ;hc ors.»n. Sur\»vor.s. brother. Wil- 
liam Kelly of Lincoln; nieces and nephews. 


HOHRIV5 — Quinton K 
TinWuns. ."ic. 'l Hfi j 


Plum, ditd Tuc-d.i^ 
SurMior. wife. Ger- 


trude 


^ANDSl.APIM, 


urass soa. lav 
\ licensed 
iiursinii 
home 
v.ic.inc. 
OAWV..V... 
,-iU<- 
«»—«. -..,u. .... .,, 
Ucd or ambul.itorv .)()!!() R 2-2174 
curt), free '•stimate* H Hpndrlrk*. 


„ 
8 _f-M":! afr.i 
it 
u-ck 
davT 
_ 
16 


BUCklCV NlJJiSing Home 
I,.in0<apinv 
«xJdm 
Frn 
rsli'maus 


V.cnnrlM Fin' floor 
2 ludlm * 
i "<""' ""rime <?I8~ 
A Son 4-.VW 


man 
2-2-WG 


] 
iNeed Something Feu 


j 
Your Cai. 


«« 
CALL BEN'SI 


I 
2-10;i9 


Silo 
M 


SUP, r 


M.IIU oth<-is to Choose 


.. _ 
„ 
Ci-ifl 
l!»Hl» 
New 


;- ,-' 
^himm-nl to jrme MJV 
ITi Pr^cti^ 


~ ;-j 
will hold 
12 montht to nnv 
102(> 


S^ ,TI. i 
«.f 
* A 


BOB RING 
, [ . , , , , 
,, 
„ , 
\ iV K Open h-VCS 
2- 


n't Automobile Graveyard—'28 tu. 
mooru 
tHHi Wc«t Sou in V1S31 ' 


•19 


DAWLEY MOTOR CO. 


I 
UUVN SKUVIOK 
|UO\\AHU 
Xi.VK 
SbA-l 
I'miiKB 


IAppiais.iK 
free 
Shpmrock ~ Trie 
J&| 
K A S H I O M M ) T(l 
KIT 
X 


' 
I jinn Service 
Experienced landst-i-p- "I11 " Lincoln u n i - A w n i n g i!-ls)7. 
CHRYSLEK 4- PLYMOUTH 
"DON'T DALLY- 
X mi: 2-2o7!) 
-15 


ifinRo 
DEAl DAWLEY" 
,„„,,, 
"UK'iTKit no.Mh si-:KvTFHF~|Troiler Homei 
- u . "- 
_ 
•'""•"lOcncral clc;m-»n vv<T-k 
free* trim-rid 
— , 


"Don't take medicine in the dark", removed 
Manline all kinds 
I'oiurj 
A HONtl 


'31 Ford '2 Ton Pickup V-8,!I |CCr> C* A D 


1 
4-bpecd 
lUJLlU L-AK 


;;S2 Ford i, ton pickup V-8J 
w {h Warranted 


i o3 I'ord '2 ton pickup. 
'/—/^k 
t i- i rM~ K i /~ r~ 


Fordomatic 
CONF DENCE 
v — V - ' I N I 
i LX l_ I N >s_. l_ 
i Sup,., Huici.i. eom 


goodPsSion.Wc havc ^Warranted in Writing; °nh' 
1MO°- m"" 


IDU TEAU 
j Lincoln Auto 


iKiini: Chimpi™ Uydr.i-Drlu- 


hp moti.i 
Like now 
1-' monlhi 


5345 Down 


Uir-theittr Tiodcl 'i.t 21« Ik-c 
with 


SUTK. Ji*. 
Kern 
11-1K 
12 
R.iui"- 


jtiiom.iii., SS.'i 
Ili-S(.ind.irtl "Spnrt 


K-tii ' SJli 
\ll nc.irly niw. Phone 


3ur,SS! 
mr7£k fifi 
" 


241 


I'47 Ford 


axle. 


ton. 
2-speed 


I'o Seattle- Portland Sail Lake- Pocs 
' 


i I 


43 IHC'l»2 ton. 2-spccd axle 'CHEVROLET 


2-ton 131-3' 
fold-i 
26 Years at 
18 <S O 
iCnV'V'°ir 


. 


H732 0 
Open Eves 
2-2(531 _"«-' 


•l-ITf.0. 
. 
fl 
oarjMin priLc* \ ou cap al«a>^ 
t>u> \ 


"tclia~B\-i"<ir" ~&"~NatnpJ" idTiho' 'Den lUfndcllnri 
stuavini- 
fn-T 
is'l-iintis 
=neapci in Lincoln 
An onsmator m 


vcr 
C.irs mil-' I. v 
in unit 
X 
nilles-pic's Irer service 
3-177'> 
B 
P"ci^.nol_ an impersonator 


OOWtl, 
completely 
over- 


hauled. 


car 
ir n 


> r 
'',_M 


n 
I- irestonc 
otitbnjrd 
motor. 


4 *n 
('.ill Glen. 2-8500. bc- 


i ^ am & 
t> pm 
20 


ALWAYS 


OLDS '31 
Super 8« C'onvcrtibi" Kartin. Hcatoi. 


— Misccl'oncous for Sale 
28 


vcrrTTiTT^.TmT!i"'^.lA X A\ T^SV^ t^ r. 
X i f-illc<Pic'< tree irnicc 
3-^7/'> 
B 
tjric e^ not an impervraator 
-« ... j,jp 9 ion 
lo\v milfaT 
Mli^TT r-l 17 A M ticrrs /"•AD" 
' l %dr.imatn. 
Krnuino 
lo.uhi-r 
IIP- B'ach Oirt 
crushid rock 
eravcl 
«and 
UNITED CAR BUYERS 
JK\rerenced 
seedim- 
I.i«n^. l^c re- JACK S TRAILED SALES .,l,f^~ 
P ' 
,„. ." , ,S' NICE CLEAN USED CARt 
hoMer%. 
Compietelv 
cu.irnntced. "ai 
'-ll.'i anv 
m* 


1310 Ixicusi Omaha Ph Harncv 938SI mPM-s 
X- 
spr.nmc 
Re.i^omhre 
n. o «t Oprp F.vcs A- Suns 
O<: LtlCV. 
^-tOll 
lo1-^ 
IOld-i 
r-)T A T7 
IV/TOTf^DC 
I 
! 
A 
-U 
^''PG'I- '- 
vt'Rt'HEY_ 
X 


l.ve 
Harncy l'7h.- 
I ."-.i:A2 
n t'AbH 
FOR 
VOIIK 
TKAJLER 
down. 
' 
* L/A 1 £i IVH^J 1 VJHO 
L i n C O ' n 
/AI ' i ^ 
\ - - . i i t t i r a l 'imc rock. 
cravclt 
dirt 


.L.uvi nid-viiit 
A 
rikmi- tn the mh 
lAf'K'S TRAII.EH SALES 2-1301 
116 Sn 16 
LOT 1633 O 
X 
' 
v ^ i v 
•>.•;-•,; di^s 
5-,073 c\cs 
«5 
M 


Electric House 
Wiring 
rlu-ap Tall r.-.-n :i 
__o 
t| ^-x/(-| 
n 
^tt IR V P 'cT^UMrTnTrVr"— 1732 0 
Open EvCS 
2-2Gol -IiJ '-"n 
. 
^ 


Licensed 
Electnclans 
Xl 
LOWEST CO^T 0 -<r FCPEK 
I ' S nPH - K OP ^> fC 
DU nkt-OUr11NJ r.lLJt.n 
7 
\IK-O iMHTIONF.K? 


HOAGI.AND 
H A R D W A K E 
[MomnR X- clean-up .i-9284 
ft 
Nei\ Elc.T 2 cninpleti hidnwmv. tub 
^^ —'' IV-V-J ' NwV^ ,_ , J 
Your Autmvtzed "Najh" O«lrr 
,-. 
— 
- - - 
T~T 
- - , . 
Hcnt 
KetnitMe 
t>pc 
window 
air 


?J?J 
No 
48 
^-23SS 
POWER 
.MOWING 
I t'-'"'- i.i<inpliiv:> deluxi- 
52 vc, U| 
V/4 O 
• 
ODr'TCf IS H^>r°" 
' corditione.^ for the -scaion. 
. 
Garane ror ren' near IS ts. J 
2--)5fa1 , M» mower 
R% lori 
week 
-• — 
- 
. . 
:--!5fa1 ,.\1» mower 
FU lob week or season I,... J'« ls > 
i it.\o.j-.it ^.\LI.^ 
7! Tree. _trimminB rcmo\al 3-B3S2 eves.' '-" O 
OP<.n, I'.U's A: Mm. 
J-l.i'U 


,„ i .8-16^7 
?. 
^~\t-\r—f. 
i 
i 
' s~\ i 
i / — r — 


TRUCK SALES 


MOlVi:it 
Indlvidua. .Irivnn instruction 
Lincoln 


Driving School 
Mo waiting 2-207' 
. . _ . . . 


1". 
Do il now 
Rca' ih 
Sprint rush 


^'"^n oy^^n,n"mV2^T *"! J^ff'jj^^ 
Z'^lffi 


^'"d'me'^EHn-'sVVrKr'^.a': ^'""an,,^. ^mm~^~ 


KKN'l 
» .Ni-.W 
i AK' 
Tamninc 
fnunrlntiois. 
hlnch 
rt-rt 


We lurnish ever>-thmi hut the drive;, fcrtilizfr. trees trimmed anci h.iiii 
Our 
rates are 'n* 
X 
H_g_ 
^-r.O''0 
T> 


ANNEX GARAGE 
I ~~ 
~ 
~~ 


10" No ° 
•>-«"»! tlmi r^or 


Rummane Sale—Wed. May 5. 210 No1 LUS!J!£. 
10 Send Out Sunshine Workers. 
-3 3-377^ 


OPEN HOUSE 
'NOW ON DISPLAY 


Prairie Schooner 
Froit Do~r Epirnpce 
Open to your insoection 
Don't Fail To See It 
Many Other Trailers 
NEW b USED 


DURKE-SCHNKIDEH 


Your Autn»rtzed "Nash" Df»lrr 
O 


(.'lean '30" Chcv ^-door <;ed.in. I7X H. 


whiteivalls. 
,il fOlJ 
actual 
14 & L 
We Finance 
2-6851 
-i-ui 17 ,aitcr_j .w _ 


5 
ul Tb..\L CHEVHoLt'1 CO 


HOX1E OF 
-OK" I'SED f A R S 


USED TRUCK 


n St 


Er.ioy a Late-rr.odel 


Oldsnobile ior 


DEAL 
WITH 


Hummauc sa'lc. Fn 
M.IN 7. 210 No, 


10. First Methodist church. _ 
6| 
— 
- 
- 


35 "rars eTPerJrnce 
Hctti-i i 


S5 
Guaranteed 
5-1074 ' 


. 
__^' 
We Buy, Sell & Trade 


Na 


HEAnyfA ' 


Vi2 Chev 
2-tpn. excellent 


, oli Chev 
LWB Clean 
A Rood If" 


~f2 f!VC '-" "n A tanks 5th wheei 


' .-.-r h'ikrs nice rl-^T- tractr- 
| TiO 
Fnrd 
F-8 
tr?ctor 
tanks. 
Si' 


«hri I ,,ir-i—.i<r^ "priced ncht " 
o2 IHT I.1R-> 
nlr 
mcr clean lictn 


rt'it> tnctor 
i 


•'."1 1FT '- tnn panel K nice clean' ,.„ , , , , , - , — 
_ 


l.->t- mo-lel tmcV at a low price 
X ' •'•' otUClO. (— Cpe. 
. . .51 " 


We Trad,- 
We Finance 
'5-3 


KINSEY IMP & 
'RUCK- ,?., 
vot-R CMC ni--\r FB 
-r.s 
f. R-,1(-lorV 


• \ - I 
ACRICt 1 TI'RAL LU!E 


K 
_x 
irt 
2? 


\iK-rn\niTro\F.RS 
Kent 
UcfrmMe 
t>pc 
window 
air- 
conditioners for the 
... 


Ntv. c;C air-conditioners for ?aie also 


i a -ou"'e ust-d ones 
6 


• HOAGLAND HARDWARE 
2!.;]_No -18 
6-23."i5 


!!.ir 
">' 
Ions. 
-1' 
hich. 
hand 
ccn- 


~--M.; 1 ..; "KwivJ 
with -ed «o'"l 


h.i f Ion ratitp". h.is 1 pulloitts with 


for Jo rot'l-s. lots of ro-im for 
'52 08 Dlxe Holiday Coupe 
•-••^sls. on ,-.,,tiK & !oi.Vcd -hut. 


fully equipped. " 
,!-;,^ r'-fif,b> Th"r 
n'B'u uk" "« 


'52 Super 88 4-dr Sedan, hy r 


De B ROW N 
' 
52 Supcr' 
8S 2- 
dr Scdan • 
h - - "^"^a^^xr' ^ 
dramatic. 
R a d i o 
?Ild fn-.hcd 
Ii—cstonc 
rock 
aertcultiml 


,=., 
3- 
'50 Chev. 4-door 


,-n- 
•i '~f J 
1105 


Cnaicut method for permanent, sale 


removal of superfluous hair 
Consul 
PLASTKUIXfi 
OPEN 9-9 SUN 


O 
2-5751 


2 wheel !-onrs ".tei.1 trailer, nuch. }>(i ,'50 Chev 
2-dOOr 


-1'2 N°-' 2 ->-"™ _ 
L°'49 Pontiac 6 2-door. ! 


P) 
- I I I 
895 Knnnnnh 
7QS 
IV-JV.'! |_>l I 


t,ition 
without obligation 
i07 Shnrp Hide 
/-I /02 
ri 
olastcnnc 


R 
Rnhiion 


Senr^ Optical Oept T^o doctors 
. 
. 
. 


appointments 
ncccssan 
No 
wan^ j I'.t'ch 
piasu-rn-: 
neit 
work 
ru?r 


lusl inside SEARS 13th Si entrance [ aivtcd 
fn tncj 'linn 
stucco 
repair 


A-l 
oatch 
pla« 


Free 
*«;timatr^ 


--1TBO 


Used Cars For Sale 
Kin\/A!/ ^o Mode. ~s lo^d tir«-xsrsr- '« Chev. c. cPe. . 
I\!UVAI\ 
l 
™ 
M"t!" "" '""'> '•«x-o,,"48 Stude. L. Cruiser.. 695 


Hudson 4-door 


. C. Cpe. 


iimt. 
Dlack 
dirt, c-ushrd enncrrte 
R.isemcnn dug ri-C!)OS 
* 
23 


"r 'isn.m 
^c-.-t lent 
wilder. 
Kcn- 
f ore \ -pom oii heritor. '-192/> 
Id 


sectional 
overhead door, eomolcte. 


^-gg 
1832 O __NCW & Used 
2-3.°,97 
mcilld" concrete base 
?»SO ~-'«^ 


695'" " 
~~ (-•i- rlcie o;l fsirnici. burner & con- 


* 
h>an.._vgM8 


W.int tn wnnt.K.' p^:^^o^ ' 


ride in Omaha T-.'i40(). 
n!Ssn,'er,n7n'rnu^ 1 


2 plain carmcnt clcaned-prc^ed, Sl.rifl. 


Peterson cleanun,. 27 & R 
-11 
OMAHA 


^^,,1^^ ^ Ford'u.do'r. ff,o' 62 jn"FremdnT. ,™ ^ude. C. .Cpe ... 
r O l l G r S 
_ 
fi- 
fir' 
71 
n 4' Dodge 4-door 


* in 
IT (••»•** 
r*^^. . ^« .w!.-. 
r> r. t J 
*i "?noc; * 1 "7 pi -i* pn ni J t 11 
*"* Hi* 
Hvdra. , 


5S TAILOR-MADE ^.«_s?^- -^5 


TERMS 


d CUi 


SIDING 


IU 
i 


VOUR BEST BET 
IS BE.N 
I 
BEN'S AUTO PARTS 
X ' 


2020 O 
^-1039 


'End 
vear 


SODIS.'NG 
, 
_____ 
_ 


— . i A-] Bluerrass 
Free estimate 
Mack'« 


Business Service 
•|21 Sodding 
73053 


10 
je\^.s 
"i 


10 Buick 
Mcihanic.aH> cood 
SI00 ,.„ „. . 
. 
Sec 
an>tnie 
before S rm. 
44(2 4o Stude 4-door 


Aci.-mis G-20-13. 
-11 49 fhov 
r 
Tnp 
38' S400 DOWN •» ^ ^^^-^ r... ,ftt.-4- Liiev- u- ^e- 


Buick Club Coupe, exceptional. 
6033' 
7! 


of 


r°upc- •.•w 


mLxh.incallv 
ocrfect. 
clean 


Havlock _____ 
" " " " 


AU'. 


Custom 


mate^ .-)-0023doorhoods. 
Free 
esti- 


seidins. -radins. tree trim 


•admc & soddingers Also Many Trade-ins 
I 1'aKYns orders l 
' or Ipwns. 'urb ^r»d. too if you wish, 


BASE-ME XT 
-\ \ tri.e 
service 
trimmmc 


Basements due under 'o!rcad\ built" 
in?. 
Fruit 
tree 
sor.->.\inc 
houses Free estimates. 5-3129 
a' 4-.-1..44 


DeBROWN 


„ 
e 
„ „ 
-.. . 
Auto Sales" 
Many Smaller Trail-;^^oto^door. R^dcan. .ood, your Studebaker 


Dealer 


SINCE 1912 


N 
2-8075 


F 


eSOTO-P! YMOIJTH 


OPEN' Sl'N'DAVS 


Soto VS -J-dour 
1 I OOO mi 


Mercurv Fordor 
^ OOn mi 


'-^fi 
Pa.-kttrd Clipper. 4-door. 
clean 


OonH 


' Ifi Ply 
4-dnor. excellent condition 


295 
495 
345 If ^u h.ne 
a 
ci 


4^5 
Im" u"d °rar= 'fo 
^ 


3?5 
S50 DOV/N 


150 'in Fm-c! Tudor 
. 
. 
'Is K.>iv.r 
. .. . 


'I'l I'.ickard 
•i' n»mouth 
' 19 Kaiser Reconditioned 


. S100 DOWN 


'"2 Hern ,1 O'dnve. heater 


t 
I.OPK Hell Vitchej <_abi- 


taVer. oi't to make rrom. 
LJL:'"|W 
8 


- il 
muhint. 
\*.i;h a 


.-omrltte ui!h ^t<lnd. 
. 
10 


FENCE? 


•-.I-' O.torr 
^ en 
Do 
Anv 
Fcnctns—Call 
,n- 
L •, For 
A Free F.stirpate: 
ilodern California Design 


Redwood Fences 


PRE-CUT — VOU INSTALL 
OR v. E I.\-;T\LI. 


COR WIN L. HULBERT ^ 


Co 


-7 


--- 
,cn"h 


\VF. PAV 
TOP PRICE. 
'olete 
RiSiaV<eri'08v 
ca?e'f'uraac?" 


SELL 
V O I ' R c ' A R TO 
X Scars room cooler, sood 3-3389. S 


«SS.»_ MOTORS CO 14no P Tn^.-^rKJ-^d~.uls. mattres.. 
Vd- 


is'apie :r.^j!id chair. 3-2-tOO. 4-452O 


'3^ Buick ?un-r 'J-doar 
luli\ t-uuir 


X 
ppj insi p\crh.mk-J 
M2" :'.-~ni7 'l Til PK "J-door 
1 owner 
VALUES 


AT SEVERSON'S 


anvwhere 
a call to G i l ! 
THE ST.U 
MODEL 


'free Serv/.ce 
Exoenenced_, 
American 38 ft-2 bedroom 


' !S Kaiser 2 do>or. mechnnicnllv cood 
'•'"> 
n JJ]i 4-door 
1 owner 
j:ood tires 
3-30^1 
P' 4'1 ( hr>s!er 5 4-coor ncs* tire 


No 
hlack din 
Filhnc- 
tammnj; 


dirt 
around 
foundations 
^-83^7 • 


2-6123 
-29 5^]; 


CI:MK:VT 


A A 
ci-r«ice all 


______ efficient 
sen-ice 
workmen (Our lu.s-.nnss t 
me i 
o.o^o« 


„,, 
8 M'. Ford i\. R X H . oierdnve. <e!l or -"-'-" "- 1V_ ~— 


_6 See us fir lo\v monthH oavments 
trade 
Arnold Mason. 52*= No 27 B'rj|?^. 3 •> ;-> i ^Q ,,°^herida" 


. 
2-21411 
ORF.EV LO.AV CO 
1520 C ^ _rhf 
Flcetlinc 
4-door 
vcrv ~~ 
" 


Insurec 
Fv"^ & itmrt^x ^ 31"4 
'harp 
pcrlect condition 
RO.,3 


'53 Ford V-t 2-dr 
o'drnc. 


". , 
T'V 11 Cr.l.lSr,,..!, 
|JA H 


Ml rivm Cranhrook Scdsn 
7)1 Chr>skr 
N Y 
I.oao'td w'tauio 


'•iS Pl%m Spec 
DKe 2-dr 
RS-H. 
^ T,0 Dodce Coronet. R.C H 


• ' IM Oe^oto 4-vir rad.m <S heater 
,'!<; Doduc Cttst Sedin. R.5.-H 


"IS Dodj:c 4-clr 
R.tdio and Heater 


n "~>0 IVr.tnc St.dant.;tv CPL 
Inora 
f "« Puide t dr R';!l 
oieidrvc 
''I Dodv:c Coronet Pedan 
•in Chnsler 4-dr 
N'cw; Yorker 
K<tH 


'12 Chevrolet 2-dr 
'42 DcP-ito Sed.m 


. 


I5'i \GI.A.VD H A R D W A R E 
X 
" ^i' !S 
6-23.-.S 


.liff\ ros\t.r 


Let's Build A Fence 


" ru! r.i-ich t_vpe. _',"ic per tt. 
I'^i* ^iJ!^ 
rrtncft UPC. "Re ft 
(00-1.3! riwk L: read^ huilt. 7IV f; 
Prut.-, .rcludo IL'^I^I r (\ cedar r<.st 


PAULEY LUMBER CO.' 


cub 
used '', 


cement, block — 
i"v»-~r-i 
work. basement 
work 
Guaranteed 
S\\\ 
hl 


D I 
Masters. 4-4174 
2S s,m^ 
f,:n", 
knr.es" 


STQ? 


RE SURE vnr PEE THE 


'4'1 Ponitnc 2-door 
"Share. 


i Pee EJ Crioe. Kent Oil Co- 27 


r t . cncd: cdccd tools 231-1 Ouc. 5-771'> 
[ 


2R 
A 


1'PHOI.STKKIM. 
A 1 
service 
Basement 
loor= 


waits, 
drivewavs. 
lohn 
Storrern ' Furniture 
&. 
rum;, cleanms. 
.iphol 


., r,r-^r, 
i'-*0 
Che» 
2-door 
Flectline 
~. R™?''/'^' 
the mono 
6033 Havelock 


I FSS nvr v Vwo 
' 
L 
2 
J 


_--. _ _ 
_ _ _ 
- 
'50 Ford Convertible Excellent con- 


fii 
I IMr^rM M / C 
' 
d'-Sfn 
^"-••'-"r- 
A - ' i 
condition' 
r-gv, 
LMNLULIN b 
WHITE MOTOR CO ^V^VWYr^-^r- 


D ADr" AIM 
,18170 Open Eves. 2-7555 fg?g^'"'V,c-ri2o .fnur'.'aT-stS13"^ 


LOT 


jpi 


.vorth6, 
portihle t\cc»nter. nt.iv 
_ 
_ 
___ 
. . 


WHERE Qr-\l.IT\ MEANS 
_ai\Iinu macnine._sacrif'cc 3-llS7_^;> 


SOMETHING 
A Pr.iua vm~ 
n^-* C!-JIT fror-i t-o-iis fp- 
PARRlSh MOTORS 


SARGKXT 
Funeral 
tor 
.Mrs. 
Dora 


\Vadick Sarpcnt. 7S. Los AnKClcs. Calif. 
at 2 p m \\ cdncsd.o at Roper & Sons-, 
the Rev 
Ravrnond .-Vber officiatinc. Mar>- 


alicc Mao «ill pla> the orsan. \Vyuka. 


SOHI,.'.I'HOK—Dsriicl 
F. 
Schlaphof. 6S, ] 


died at his homi 
in .Murdoch. 
Servi.es. ' 


VVcdnesd,i>. 2 
p m . at 
Tnc 
Murdoch 
i 


E 
U. R. Church 
Rev ''. 
E 
Nichols ! 


and 
K<A 
F 
(' 
Wilur ofliciatins 
A | 


^I(.mo^i.:' Fund has been s,-i up 
in lieu 


of flo«irs 
Run?l in Callahan Ccmctcrv 


Clements 
Mortuarv 
Ad. 
J 


SriCH \ — Funeral for Theresa Pniehn. *n- 


f.ir: daitchu i <»i Mr. and Mrs 
.-* ^pn.h,). 


l.~.2n N. uho dad 
.Mrr-d.^. ,-t 
iO :i m | 


*'^\"edncsd.l^ at HoilF:m..n-Sp|.'iin. Mstr. '". J. ; 


Kiordan officiatinc. 
Cjl».ir». 


TOUT-Graveside scrvKc^ for Chatlc* R. i 


'I'mit Jr. r»2 
Urjtrscn. Mo. 
vvho dud j 


thi-re. at 
2 
p m. 
Thu'*d.i* 
at 
I'm.in A i 


(Nib) Ccmclir*. Dr 
Fr.ink 
Court 
<i|- 


ficta'inc. 
Survivors, mother. Mrs 
\nna 


Tout of Drans.ip: brothers. Verne ^.1 Lin- 
coln .and \\nrrcn of Los 
Xncclc^: «i*t^r. 


Mrs. 
Warrtn M>crs of 'Sr.ind Isi.-iic: .Mint, i 


Mrs 
Arthur Yatcs of Lincoln 
HodJiiH 


Snlain. 


"cnj \e«- ultra modern laryc lots $20 c- • 
10 
mo 40"n \> ^ 
B-=?n.«<i 
•> JO73 
huildcrs 
Fnrmica tons 
i vnrdnws 2.">c «?shin= walls. 
Kitchen 
& 
vanitonc? R 
»-»rdrohcs 
Hap.nBs & -ninlini:s 
10 


•T?'T g;n y 
.-2!IPS 
__''_"_ v.'mdovn — aashrc; 
chaii:,d 
x'arj 


MU-nt-n Dainroom .-afinets «.srdro?c« 
«ork 
Screc-i 
rir?ip-r 
paintine P.irK 
w>ur 'r.nlcr 
nrar 
town 


huiit furniture Formica too* 
Estimates 3-cr.i: tviBS? 
-6 ^iycic._23;__«. T Park 
_j 
, Lincoln over 35 vear1? 
''42 Chevrolet Club .. 
. 
. 
. 
. 
..^ ^^ 
'29 Ford V8 Pickup . 


-J.latic. One owner car '*' Oldsmobile 


,'47 Mercury 


Earl 
Oouiij 
l "abinc* Shon 
r>fi 
=~,m 
J -/n^.-- 
Truck ina 
Houlinq 
16 


A-l ces«.poo' 
?eptic ranK clr 
<>-7144 B-BVIP 
12 


(Vssrroi 
scrtic tnnks. clc.'-ncd^ H:;III. 


.Mi 
kinds o! 


Ai-<. v -j>l_»<: 


Black dirt, femlirer. 
-.r.ish 


RIP VAN WINKLE 


IR41 O 
2-3050 


'tiVCaner "fi-:oV'i"" 31 "0 


——, 
Trucks. Bodies, Trailers 
25 
h">uii->c — 
, 
— - — 
. 


truJk. clean 
'52 CHEVROLE, 
n 
, 


Stvleiine Dilim- '.-dr. R.idm 
rs I I r\s 
p_ 
and 
He.->:«.r. 
wliitewnM tires. 
X L^ U I Ix.ti 


OPEN EVENINHS 


375-53 HondnVtcr Bk. 4-dr. JP5 
m<,.,c cas ^-oil rombinauon.-60. 


•7 = ri 49 Ford Club Cpe 
. InO 30- <tao* Gc.-;r r<-(lucers i motor? 


.305 '53 Stude Comm.. O.D. 395--^^-^ ^0_-^________J 
245 '50 Cad. 
f>2 4-rir 
.. 3i).i ^.\is,-, model B b'ork s-nn-,7 _~~_ j t 


150 '50 Mercury Tudor 
295 SURPLUS CEXTER SAL~E 


•759 '43 Ford Club Cnc .... 100 J*;i- snrd-n n^sc. 30' 
52.a"; 


'50 Ford Tudor'OD. .. 195 *',: ?,'- T^'e"^\ 
IH- 
1 
'47 Ford Tudor .. 
. 
100 's 2'-. r-'haTCr,a. sn!! 
•;:;;; 
jijfe, 


|Hpp '53 Buick Super 4-dr. . 405 S!-?0 XirsTv.1(^&T o' ' "^ 


v_j 
•*• 
"^1 f A! 11 pic 
"^~* *^*"'^*'~»'^ 
*^0*i ~~, 
! 
; ; 
,~ 
----- ^ 
__ 


MUNICIPAL COI'RT 


XKCI-JRENT 1'invINC. _ Ow.isne 
7.e«js. Kt. C. plc.-'.-Jc.i 
nr»l ciii:i\ 
foi 


Knil:» aiter trial, finid 
<].".. f;r-c!pn 
V 


<'hatx-!lc. 4126 CrcrnaooiJ. pleaded sui»». 
Jircd Ji."> 
SrEEniNC—Wilhan B 
Aldr..h. 1'<i'' 


F*;i Crce1- Hd . pleaded «n«!i». fireJ ': 
f'l.ircncc 
iJ- HnnVr^a-. Talrnvra. rle.KV .5 
cuil:s. Jjncd S"j. John H Copcnhavcr. fiv.^ 
liavelocV rlc^dcd mt!ts. fined ?.".. 3'ich.ird 
P. r:rr>v>. 25.". D- rlcaded cut!i>. Jinrd ?:" ; 
TI<X!PC» C. Schearcr. I.".-)5! O. rlc.idcd 
T*M 


mj'It*. found jnnlt* after trial, fined 57. | 
<'l.irmc<: C. Scroeian*. "0? ?o 2". plcadi-l ! 
ciniK. ttncd J-. UPPCII 
\dVivm. :<;sn| 


-VfffTson. rlcadcd jaiilt*. fined 55: Grrc j 
f 
SirVcJI. TI<va. rlcadrrt on!;*. Jir.cd J." | 


TOITI 
S 
Oraii:. 2^2-^ 
Hirwc>r»(J. 
r't^ilfd j 


niilix. fmcd ?<>. Karl r. K-ic "fill %V-s'-- 


?>rtscn.'3:22 So j'. i-Jri Ir J ni':->. «j-v.i ! 
'*;. TJIS'I KTnam. "-C7 <". -Ir-iled r-v :». ' 


r.nlt->. Jinrd .*-. ^V^li -ir T 
1 ?-t- 
'.."s 


<:„ 
!<;, TlrsuVd rinil-i. fi-i ,1 '> I''" * 


K 
5=>iiw\*. 1W<; C! plc»i' d i' • ••• 
i - .' 
is 
.I*"-* 
\V 
Mtu-n. 2'T1 _'• r\ 
>• _' 


K. ric*Jrd ri'iln 
Iir-i1 !:- ': 
] 
<"-"1"'n 
J " ' 


it. 
I'X-KW "^ ' Coiii-V. -"^ ''• ^c i>i r 


mil*-, 
fined 5*i: '"d-wait* 1 ^rc^tTr. " r i3% 


- '7 Hrr-» 
. 
. 


iRi«1- -tS" So Id. r'raJrJ cnili'. f—r<l 
S<?: Donald 
J? 
TiTrll. *-i5'i 
'7air1«rV. 


WOCHXKK—Funral for Vrxa ? 
\V.«:ri- 


ncr. »J2. lo">'J "Van Dnro. «ho died AU>n- 
da*. at II a rn Saiurda-. at \\'adlows. t):e 
Ko» 
Iceland il Le-.hcr offici.itinK. H.iro:il 


V.'ochner will M.IK. accci^ranicd r-« < omc- 
lia 
Coie. 
East 
Lincoln 
Loc'cr 
2'0. 


AF^-AM. aXo ^i!l 
conduct services at 


\Vad>»s 
Further *cniccs .it 2..~.0 
11 m. 


at Firs; l*rn;c(3 i.uthcr.'-i ^'hiirch at 
vt»rk 


i.rccn-Aood _Ctmctcr\. York. 


W'lRKTi \N<=H1P * .'RICE? 
2f. !-•"••"• -s-sifi' 


\Vl-:iPEX>!I;.T.EH RROS 
3-in2>; 
•«v 
naul'np 
'52 Dodcc. H.Ofin mile*. 
.team 
i.ichi 
i^.*] 
PirVuu with 
i**Mver"v rnrlo- '", * Chev 
2iO 2-door hnran tutcne. 
C.irpc-t-: 
w-o-K. 
ne» 
M old 
Ri- 
-no^-inc 
Ffniiigr 
^-firtf.3 
12 
^-iri- «'wl; 
1(US So 
X=> 
~ 
K.K-H 
t-vcUKn: cc-idifoi 
4-t> I'M 
. 
___ 
_____ 
_^__^_. ,.-,,- _.{J7:j_\\e>oib Aic _2-170v- ._ 
J 


.', r .'-'.'i 
.'.-••• "3 
Ford 
VS 
Fordoma::c. 
»l.vH.! 


modoMnc 
^-ROf.fi 


Careen r. 


cajace hirldin* a sp(-c:TlT 


"0 rrasn 
naul'ps 
finders 
terttliter v,^ ;-,-l rn.itu— il 


A~nTr^T 
Si.Itrs K' Llch: •'•--'I'-" 
r~;I fu;T-fl "'- 
•"'»'" 
S 
12.W1 -lues. iiKr ne« ^-.V.."-!^ 


T.3 STmERAKKR " 


'47 Chevrolet 2-door .. 10" 
SET ONLY ^,35 


— - 5 " Chevrolet 2-door .. 295 BARTLETTS HOBBIES i- TOYS 
,-, ,-, 
. 
. . . 
^-A 
1123 P" 
:-;632 x 


I IKir~ni l\i/(^ 
-„ ^- 
r--°; TT 
'' «?n ="^« °"«~jjco".-Trj,Sdr?=iv5- 
L I l N L - L / L l N O 
50 Cnevroiet 4-door .. 2.^0 


Florists 


A Fi.iun' 


ot.'i. jri-'i'vin-inl 
1rc-i 


120 Co 'ii "-X'V, 22 


' Hrrcra 
all P'oirid 
carrrnTrs 
...» 
- 


, \\orV ai Tca^^nh'c mTc< 
r»-~»n^3 
-5 T~,"-b Ji JU'T'- 
vc*. o* w..'rVr-J*. f-i' 


— 
— - 
- 
— - T ^ l - " 1 
-3-3*173 
°3 
^^.il*^d .npumd unrkrnrn nvaiiablp ~ 
* - 
-* 
— — 


1 iT»ir"*^i^tolv 
Vr*w» ««*im.-»T*»c t-Kf-- 
i ris,h h'li'nc n* 
nh^T 
*ia-v- 
•M-'ii1 


J 1 *»J*Ji" 
^C 
V<.o 
—n-x'-ip 
o* 
*lthT 
'uri-i'ijTr 


" i T O 1 " 
& 
in fi\fr 
'-^-1!' 
„ 


a^r* ?-t! br-^h 
-< -ivn-nh'- •.-,: K^'J ' 
to- cJc'i-t 
r-Aup or'v 
, _ _ 
_ 


*>^ 
c .->o/» .fci-T.' •*•:";•- 
A*,\I.*J v 
n'-«. jv'" C^ampTQn Hardto:*- Tu'omatir Pn\r. 


Rndm. Hotter- 
W <j;dc 
t^r*** 
A 


i Wi'l con\**n caracc loors u, 


B e : u i t 1 u ! 
cor-ac-.-s 
^r-:ncTi—u 
centcrructs 


and 
disT-ncti^' 
!I:TT^I 
c! i * p ' ^ ^ s 
Kraso-1.-1^]^ 
meed 
a n d 
delivered 
rrompil^ 


DITTWER'S 


Greenhouse & Gardens 


* IMI N.i\f .^7' f n 
v 
n'- 
" ' 
,'~ 
V 
10 
\*T-. 
!o*.\ 
rr.i! nee c^r: 
-noK^ 
»^ 
^ "7-PKV" >i:b\N Oc:ncV. c'^n 
r-jn, ';kc now 
_ 
7 
'.if r. w 
Priced al a snvinc 


"*« > i "::TI "r T1'N r- VP \ ^ vc*^z 
Lincoln Auto 


FORD 


CENTER 
33 YEARS 


"-S Che\ro:e: 2-c:oor 
'53 Plymouth 4-door 
'5.1 P'.vrnou'h 4-d'^r 
'52 P:ym. S'a 
\Vnn. 


'52 Doricc C!;:h Cj'i.'. 
'47 S'.,;.;c -- :• t1 D. 


:> P:i.-'xV..r :-:---ov 


195 t>_s-i--. 
o:s '..-.^ - vc—-Hi! Pars, 


-•^./c 
^u *' '- --^uch. V.^rc^ 


^.-> -;-:s-'.: ^.: i-^T~' 6 


» 2on 5- .--3-N—a-- --.H-, ^,n~'-.~h:, -,rt07. 


2P5 _ei.t .- c,' 
,- 
'V77:4_ 
7 


•>fj=; 5 -- •.:,.•• 
J,--- : 
c« 
!" 
--> 
CoT) 
^" ^ 
r* .tv 
u™-' 
p";'u.J s 
r 
siv-t?s ^ 


". '.S 
^ -c-.-s ^'. ^- ' - -. KJ'^- ixcvx: doTrs. 
- -. 
'• 's 
.- :h - —.-is.—v cr *-i—»- «-a':^ 


c<: SI:I:VICK 
TrJss iz-j-i~, 
,— ^., <~ai 
°O n-^rtf 


crntif. water, cas «-lrr R:cM worl; \Vijl 
hapl 
»r«:i 
irssh 
A- 


All Ivrr- ditrhini: uork^ footin^^ 


«»li 
~ 


K 
at 
rirh! 
r>rirc 
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"TuTi'rTI-Tn^ThT;;.;.^—7:r „,-•.' 
r ;^ 
I—1910 JD R tractor. 
N iv hnlhs 
H i r r v n'r nn', 
i f-1 - ^ 
^ 1—194H Case SC tractor, very *wa 
l-!'\™.lp' "ardv Per.-nn.als. !(,}., .-,0 , ,_5 bladl. JD .-,nc-«av ^ith 
-own 


-.'. ' ' '-L.; 
. 
: 
troll, likr new 


-Nice 
hloommi: 
Alric.ui 
noleis. 
re.-.- i 1 —i:<-hlade JD 
one-wav 
X 


. rriceu. 
Mrs \ \ i l l i a m Christ- 
Good ass'i of used nlows. Go-dies <t 
KINSEY IMP & TRUCK 
* GMC 
I 
Hansies. 
Tuberous 
Sestmias. 
yl\!es. Aiinuidxj. percnninls rcadv now ! JOHN 


nhouscs 
~,21P 
O ' -fiih R 
in 


lor 
our 


LI V fclS'f* )CK . 
M AC J H N Kit V 


Kced 
sccpd 
yr 
anything 
i/isc 


ycu have to sell 
He^ch ready 


buy '.s at 
low cost 
with 
Ne- 


braska .s 
DiKKL'St 
\X ant 
Ad 


barsa-ns 
11) 
WtJilDS 
3 


DAYS 
KOR 
ONLY 
51. 


You' ad appears in both The 
Journal 
and 
Thv 
Star — Two 


bi 
daily newspapers at 
ONE 


LOW PHICK 


JOUHNAJ^-STAK WA.\T ADS 
Phone -i-:i:i3J rr ^-12:54 
J 


Smaller 


: 
Size 


Upright Pianos 


: I'lain 
case.-,. 
Jiood 
ivories, 
tuned 
& 


'• 
delivered 
('rices reduced 
X 
Choice 


j 
S65 


I Gourlay Bros. Piano Co. 


I 212 bo 12 
Since 1802 
2-16.'i« 


Complete 
furnishings 
for 
.". 
room 


liou^e 
IncludinK 2 bedroom 
^ets. <\: 


chrome dinette set. -1-3H>-1 Ttt.-r :. 
pm. 
^j 


Machinery & Tools 
43 


Headouartels 'or 
v>c Delts & oui 


leys, 
rollei. chains, 
jprockeu. etc. 
General Machinists since 1907. 
X 
ItliSS M A C H I N E & SUPPLY CO. 
221 South 9 
Phone 2-3754 


Kor 
"Delta" 
and 
"Porter-Cable" 
/ Power Tools its LAWLOK'S. 1118 
•O" 
Liberal trade Phone 2-53M1 X 


Miller Fall? milre box. 
like new; 


Skill 
Ijplt sander. excellent condi- 


MI.II 
-l-li HP 
liritits 
"- Stratum i-n- 
pine. completely 
rebuilt. Stanlcv 


hand router, like new. 6-5542. 
-8 


SALES PERSON 


PART TIME- 


We have placemen! for a VOUIIK house 


wife who can uork 2 full davs per 
week, these could be 
Mond:iv plus 


either Tucs. \V'cd or Kri. Kxocricncc 
seljinK dresves preferred hut not re- 
duired. Work inn hours v/ill be i) A.M- 
5:,'JO P.M. Apply EJnmloymerit office 
7th Hour II tu 12. or -1 to o 
-r. 


MILLER & PAINE 


Wanted to Buy 
44 


I 1 Monarch Spinet Piano 
| Full SK notes. Good condition, .lust 


taken in on a trade.- (or an oruan. 
A 
real 
bargain 
at 
only 
. 


• 
, 
$349 


j 
McCabe 


H I L L 
HOG SUPl'LKMKNT-Pul-l 
p,-.,nn ^ nrunn Tn 
v«iu rn 
[hi- eas. road to Ptofitahl.- j 
1 lano « Ulgan (_o. 


ncitk orixhictio.i F"eed Mill Hou SUP 
KJ xV P 


SEAHS GAKUEN S1KJP 


Psovv ot^en to scree vou 
for 
vour' 


i^rrlen 
S- 
lawn needs. 
Anvihin2 • ... 


from sr.-i.is seed to c;irden trac- ''"r 
toit.. Phone 2-7611. 
X 


GARDEN SHOP. KITH & .M 


... 
, 
,, : ---d Shorlhorn heifers will <cl! >ca 
^tocku-c;!. . sonahie. 2 north 2 wc.vt \\'ood!awn. 


-'-^ ! 
f-.d .'s'elsdii. Malcolm. 
r. 


- *\ T T 
AJ-,1, 
r*i~\r T tr/~T' 
COLLECT 


p|errt-nl from \veanini; thru fatteninu 
Pertnd 
f: 
waich 
vou: 
nork 
nrrifils : 


L-OH 
Hill llHU-h.-rv. Ullh S.- S 
X j 


HJ-:.-:C:I-:N 
si-;uu 
ci _ 
_ 
.SON'S SKI-JI; c'oi;.\. 
« j 


M K I I M K L A L 
KAH.M 
SUPPLY 
i 
l.'iiH)_('(irnh^.sU-! 
Kivvav. 
-_'-ln:;.'> | 


iTf)T~'i")i:~C(iLTJ. HV-IJXKS LA"Y j 
at .. hiuh rate Tests jeveal Hy-Lines | 
| 
tHIO Series) 'iverace 70-7.1'^ nrnduc- ; 


1 
lion from tall to sprim.-—other lavers1 ! Just likt- 


• 
alv.ut 
(ii)':- 
lJurini: 
hot 
summer 


[ 
months. ily-Linxs (100 Series! a-.er- 


! ate li."i-70'' 
pnidnclii.n — others. 
ID- 


i 
I.)''- less Uriler ll>-l.ines mm 


H I L L I I A T C H E H V 
10 x\- S 


•nil" MUSK: coi:.Ni-:r! 


BEFORE YOU BUY- 


! Rent a Soinet piano S5 mo. Ask 
about our rental xt lesson olart. 
x 


WALTS 


MO 
"O" 
2-6y21 


COUPON 
i 


FOR I x K K I t l O E K A T I O N SliKV'lCf. 
(""lip 
thi.s coupon — worth 2oc toward ' 


sL-ni-x- ch.ir^e. 
l-7u2.~> 
ii : 


Drain Tubs 
' 


Single 


or 


Double 
Special 


only 


$13.85 


a pair 
X 


Gourlay Bros. Piano Co. 


CALL US 


We'll PIP- your lurniture. 3-S227. 
It) j 


CASH 


For 
Your Furniture. 2-3151 j LONE OAK 


SECRETARY 


Experience 
preferred. 
typini: 
it 


shorthand. This 
position 
olters an 


interesting combination ot duties, op- 
portunity 
to 
advance, 
liberal 
em- 
plojee benelits. US hour week Mon. 
thru Fri. 
11 
BANKERS LIFE INS CO 


Of Ncbr 
14 & N 


£||J 
Tf U III UM—~"*»*^'» 
^ • 


_<lJpniii.'ii»!>'Ji_J<'J>». SaltJ. Elc.) 
"""""BOYS" 


MAKE YOUR OWN 


MONEY DURING 


VACATION 


Sell JOUUNAJL & STAU ,ie«si>apri^ 
niter school and week ends on KOOI! 
downtown 
corners., 
huvr 
plenty 
ol 


vour own ipendlni! money 
We train 
vou 
imd 
Hive 
vood 
MinerviMOii. 


APP!> In Pi.-rs.on to Jilt 
I ' A ' I I O N 
Street Sales Dept. 
JOURNAL-STAR 
PRINTING CO. 


9?GJ'_ST 
^X 


" SALESMAN 


Sell retail stores throughout midwest. 


Sl.ilion-T>-. KrectiiiK c.irds. wr.ippiiiKS 
and allied lines. .Sell lines exclusively 
or add 
lo present 
line. Territories 


open. Drawlhti account and ir.m-linij 
expenses 
arranged. 
Phone 
29122 


(rum :j-0 pm (or interview 
liy ap- 


pointment, or «ritc tiiviiiK details to 
Ad 
Service, 
:HU So 27. 
Lincoln. 


Neb 
8 


Polif.oni Wontiidl--M«B 
Si 


Need position fox June 1 .'!';..illou"5f 
Liiieoln. Imiullcapped. .A'-"". 
A 


Weldei 
JU 
>ea»> experience m »'» 


wrldlnit waul" «<>"». Can Hive reler- 
ences 
l-'aU (!u>_lila«ood. 5-1)77.1. J 


y7riT"woFk "wanted 
by hi)* »cllol{! 


boy. 
power mower. J-iJOJ. 
«* 


Business 


SALESMAN 


Exceptional opportunity for uood sales- 


man to no in business for self wilh 
my help. 
1 furnish stock 
xV 
finance 


>our accounts. Car .essential, but no 
cash 
investment reyuired ^ ill inter- 
view THCS niulit. May 4 7 pm 
* 
\Ved 
.Mav :>. 
!P::iO am. 
LINCOLN 


WAITRESS 


Experience 
preferred. 
Eve 


transportation furnished 


i Want In buv — Small used deep free/.e. ' 


CVL-S. 
Ph. 
GU-aiiia. 
-1 


Wanted 
.Mar.lt 
twin beds, chest 
nl 
drawers 
nUitfqr.r rocker 
3-5J227 
7 


\Vani tn buy playground euuiomcnt. 


Airjiiidcr xt su-inm. 4-1200. 
11 


212 So. 12 
Since Ib32 


Excellent yas ytovc. mahouany 
lunip 


table, old washing miiL-hine. " t - l ~ ' " " 


\Vanted-5-20 hives of bees. 6-2S74. 
or 
.v-rite Paul Koontz. 2942 No 51, 


Lincoln. 
8 


Wanted used household coods. 6-04SO. 


Instruction 
*6 


Full si/e baby bed xt mattress. Al- 


most 
new. Tailor tot 
Baby swim;. 


.•j-.-|()U3 alter 
-l::iU.- 
______ 
K 


Good used \Veitinkhouse Laundermau 


• 10 i liookkeener Clerk-Typist in 12 weeks. 


New 
class 
iust 
bevinninu. 
Day 
or 


terms. 


Hand crocheted table clolh._ pineapple 


! de>i'4ii. nice si/ir. 5r>U. -'r-5-'>8G. 
S 


I 


nes. 
-10 


At 72.-, West P-PayinK 31c un for 
MILTON 
IMPL 
CO 


cualily eccx r,-.'ISS3. 
.5 
FR1E.VD. NEB. 
-Io21 or 4-121 


NEW FURNITURE 


LIQUIDATION 
Warehouse Sale 
' BY ORDER OF OWNERS 


9 are commissioned to liquidate entire ns-.v furni- 


prices on steel cram Wns 
; L;,i7TiO2"f;chi fi.riifc harvester with '. ,, 


Iju.v 
now 
...hiic 
ihe> 
are 
available- n-d M-;tl cuminem-i) motor: h:iv rickun H 


, ,.,>rl'/, . v "mc '" ""•'' 'hem UP. : arid corn row crop <t mower fcr ai- : 
'.n.', .ID A. new- tires. PL 
?7r>0 ,- liiehmcnl. f l c h l 
tor.-ii.-e flower, three I 


jOOsc 
Kround 
lister 
attachment 
for i wi!h screcn.s. f'asc rubber '.ire run- i 


i ffini: near.-,. Fr:;:ik Ilanscn. Elkhorn. 


I Xehr. Phone .IS-lii. 
7 


Pekin 


DUCKLINGS 


Grey 


TOULOUSE-GOSLINGS 


Now on Hand 


HAWK HATCHERY 


2001 O 


ATTENTION—Don-t 
lose 
th:,t 
l,-(v i 
m-H.M 
-4f; lister 
• 
i ffini: near.-,. Fr^ik Hanseii, Elk] 
crop. Keep all the IVedinx value w j i h . >'•*•'' sill i' with motor & tan- 
i Nehr. Phony .IS-lii. 


A LLIS-CH ALM I'IRS cuiiinnu'nr 
dcm.s 
S<;-.T, • f ' > ~ 
' 
^"""iTF; • - 
n 1 
2-301 S. \VKILAG1-; LMTL 
SOD .1 
Wam trade-ins on new Oliver "si's | Mammoth White Pek 


Allis-Chulmers Sales j.- Service 
S 
xt Mil t-P combines. 
-10 I 
r\rTf~"VT Trv7f~"C 


i Hammond Solo-Vox 


New! 
Priced lor quick sale, i jimior 
dining room~suitc, walnut, 
ONLY SI 95 
12x11! wool rue, sood shanc. 3-5941! 


McCabe 


Piano & Organ Co 


:• P 
The 
.Music Corner 
2-272-I 
f; 


"Prefer' 
Blondes? 


Choice 


of 
Gulbransen 
bleached 


Mahogany 


eve 
2-2-!ii-;. 
NATIONAL 
UUHI- 


NKSS INSTITUTE 13th and L St. 
Lincoln. Neb. 
S 


hours; 


2-3894 


\V;mlcd—Conccssiuns 
Kir I 
afturnoons. 


(tl wife preferred. Apply in person. 
Varsity Theatre. 
10 


WAITRESS WANTED 


Apply in oerson. Senate Cafe 
146 


Ho 
11 
^> 


Woman 
in College View 
area 
for 


practical 
nursini;. 
4 nm-12. 
Call 


Chamberlain NursinK Home. 4-1120. 
4-3023. 
-10 


Help Wanted Domestic 


(Salaried Jobn) 


48A 


A ml 
or woman lor housework, no 


cookinn 
Private room and bath. On 


busline. 
Best 
wages. 3-42.S3. -l»t> 


So. '2-4. 
U) 


' Mahuuany 
Duncan 
J'hyt'e dinintroom 


; table, drum xt cuilee table. -1-.-.S3!). 


GIRLS TO MODEL 
, In fashion shows on TV 
Short 
training 


Belle Bonn Schools 


LINCOLN -SrilOOL OF 


COMMERCE 
A 


Babysitter. :>'? days. 2 ehildr.-n. 1! 
_&___('• T-'^S.".:! after IV.BU. 
40 


Girl. -20.:'.0, 
for 
scneral housework. 


Private room. 
I f serviceman's wile, 
husband 
mav 
<.harc quarters durinu 


leave. :i-C.OSSi. 
S 


Housekeeper - cook. 
clderlv 
couple, 


- 
' 
' 
- 


1 uh & P 


MODERN LIVING 


You can uovv have vour mattress re , 
built with new tvoe sorine units in , 
soft, standard or firm densities 
19 I 
Lincoln Mattress Co. 


727 R 
5-2828 


Help Wanted—Women 


(Salaried Jobs) 


Limed Oak 


Full 88 note complete with bench 
Your Choice 


' $495 


Gourlay Bros.' Piano Co. 


2-1651 i 212 So 12 


X 


Nearly 
new 
standard 
type 
washing 


rnachiiK S!U,. 
B-F7:::'. 
^ 


Nearly new Uni vcrsat nas rante. wilj 


sacrifice, see 21 -i "i Vine. 
;> 


Paint spray 
outfit, complete. S20. 


Lawn 
mower 
S3. Garbage 
can 


?3 75' 
439 


Since 1S!)2 
2-I6:'.G ! 1'hilco deepfreeze, 13 cu. 
ft. 


X ! after -!::;0. 


: ! Mounted 
lisier 
and 
cultivator. 
lor 


: .11) II 
Iractor. 
perfect 
condition 


• j limil Ekwall. Lincoln. Kl 1. -r, IfifK! 


RENT A NEW 
SPINET PIANO 


S7 PER MO. 


7-202.". 
_ 11 


KaMio. Dhono«raph. TV combination. 
S99.nO 16" Koilars ApDliance 154] 
O 
2-2744 
- _ 
"2 


A LADY 


Fur 
general office work S- lake or- 
ders, morninus only, experience nec- 
es>ary. Apply in person. 
11 
LEON'S FOOD MART 


22f!fi \Vinihro.i 
I'xd &. Kyons 


to care for 2 children my home. 


.1 da>s week. 27 & O. 7-202.".. 
11 


A LINE WORKER 


roil 
CAFKTKKIA 


Must 
Iiavc some cashier 
experience. 
Hours 11 a.m.-7:o() p.m.. permanent. 
Good pav 
Apply in person. 
H 
TILLMAN'S 
CAFETERIA 


Lady (or li^hl house'.vork. assist care 


invalid, live in. 3-1PS2. 
S 


J.ady to live in Care for 2 children^ 


" 


Woman care for 
18 mo old boy 


your home- x-icinity 55 S: Frank 
lin. 5510 Franklin after 6 pm. 
10 


He!p Wanted Women 


'(JommKiIrm Jofn Ssles. 


49 


NVw & u.sed sprinkler irricarion equip- ' 
. .^ 
meni. Ration Cooper. Milford. Xcb. i Hental applies un purchase if you dc- 
c-1 
14 i tide to buy. Call & let us show you | 3-1963 
— 
sonic beautiful merchandise .(• explain i 
our rental plans wiihout obligation. -11 


Round oak diningroom table, buf- 


fet. 5 straight back leather cushion 
hairs, 
arm 
chair. 
Excellent. 
10 


Makes the Rood canh BETTER. A ! ?f 'H N-lOLLFR & IvlIJEI i' F~3 


liuuid fertilizer to be applied wilh r ; ^X"",'-. 
^:' 
snravcr 
• ' - ' - 
* 
. 
-•-• -•' 


Crain cr>..ps or pasturr 
Anv livina plant is helped 
&T "NA 


CHURxS " 
Kor price? or snj further informal ton 


f 
c^ni'u-r 
1 - 


Lincoln. Nebr. 


i lure s!ock. . . . Moved info our warehouse to bs 
. ; vvelsch's Hatchery. Box 144. 


i soJd piece oy piece at private sale All furniture 
| is"new; consists of Hoar samples (some soiled and 


seme slightly scratched) packed for the most part 
in original crates 


OPEN 


Wedv May 5th & 


Thur., May 6th 
Fri., May 7th 


1 
NAGEL IMP. 
CO. 


: f./!M' I'.'-'. v-ilh hyiir- ''!' 


• Ciocd ns't xif used machinery. 
10 


i 
'Vour Case Ucalcr"' 


•list A 77 
Umax 
Lincoln r.-7S'.'7 


Royal 


Hand-Vacs 
" 


Revolving Brush 
Regular 327.95 


Now Sl'J.nS 
SAVE 58.00 


Pay ;.'x domi. S^nix-mlily 
_ 
X 


Gourlay Bros. rio.nc Co. 


"$249 50 
^: ±J'-i s'-' i- 
..jiilV.'i lhii!r. 
..rrJ.1':'1!' 


G 


i 
;-. 
r-.- 
^- 
St-'wtnv 
machine 
repair. 
adjuitiTK-nts 
OUrlay brOS. i WHO L-O. 
I 'cle.-inina. converima. 
Kollan- 
Aooli- 


•jrj So !•_• 
Hncc l-:c 
Z-W, '. ance.,,15-1! O 2-27->4 
03 


A SHIRT GIRL 
j 


COMPANY BENEFITS. APPLY TO I 


LAUNDRY MANAGER 
-7. 
HOTEL LINCOLN 
| 


Lady intercstra in mokino nood money 


•^Darc 
time. 3-R759 
-IS 


.Make extra mone> in your snare time! 
o-2-100. -f-l.TJO 
-11 


HP.ID Wanted Farm 
49A 


Spinet 


F'rancis Bacon 


Noic 


Plant Nebraska Certified Hybrid scec 
corn, oroven <t developed by the N'e- 
br%;ka Anncultural c.xpcriment sration 


1 Accordion 
i 


Fill! 120 base—only " months olxi. 
'• 


Taken 
in 
on 
;i trade fur 
a oi.tno. • 


Priced fcir a uuick sale. Better hurry: 
McCabe 
\ 


Piano & Organ Co. 


Dealers u,.inted Priess !-I%hrids. 4102 j l,T & P The Music Corner 2-2724 6 
Prescotl 
-V.'. 


! Purebred 
Yorkshire 
fall 
boars trom 


litter of 20. Clarence Sicdhoff. ('retc. 


J j Phone 1)2-13 


USED ACCORDIOXS 


12U Ba.w S50 up: 48 Bass SS5: SO 
. 


Bass SGo. 


PUBLIC SALE 


5 2iyS"oI2 
: MUSIC CO. 2-5SSn 


: : 
Tues. May 
11. 1:30 PM 


! 6 miles south of Lee Waltz service 
: station, or 4 miles north and 
M> ; 


; west of HicXman. Nebr. One new i 
"Quonset.'* machine shed 
& ca- 


Servel 


Gas Refrigerator 


LIKE NEW 
5149.95 


See it. A Beauty! 


Gourlay Bros. Piano Co. 


ATTRACTIVE POSITION 


Kncrueiic woman fnr 
WOMEN'S READY-TO- 


WEAR. 


provimis fxrcricnce wnrkint \vi'h nvo- 
nfc 
hflnfsil. 
this 
no-iitinn 
IN 
not 


<rriu!> -;jk-s uork. 
If 
r-uu .in- in- 


)iTf*-tt:ti in primre'-s in thjv. ficUi. lit- re 
i-. ;:r> (irporiunijy. 
f.'tra<*c M-Hlc ••='•• 


. i- ^pcrit-nci: ^ references. 
Bnt 
;~ii'i 


Expcricnct-a man with sood references 
for crncra! farm work 15 miles from 
Lincoln. 
Box 
P.O] .lournal-Siar. 
G 


Wanted married man. recent farm ex- 
perience necessary 
separate 
house. 


Help Wanted Men 


(Salaried .Ion?) 


50 


OPPORTUNITY 


FOR 


SALESMAN 


rl"o ii^in force's with the fastest 
L'rowin« sak-s orfiJinization in 
thL' World- -to work locally. 


WE OFFER YOU: 
Paid, Thorough Training 
Paid Vacations 
Paid Holidays 
Paid Bonuses — Monthly and 


Yearly 


Ideal Personnel Conditions 
WE REQUIRE: 
Neat Appearance 
Pleasing Personality 
You Must Like to Meet People 
And Drive a Good Car. 
Also, you must be a man who 
won't be satisfied to remain 
in the capacity of just a 
salesman: past experience 
NOT NECESSARY. 


If vou are satisfied ..itll earn- 
ings ol LESS than SlOd per 
week. 
I'LEASK 
DO NOT 
AI'FLY. 


Contact in person ONLY. 


MR. EARL MATHER 
CORNHL'SKEH HOTEL 
Tuesday. Wednesday, or Thursday 


Noon until 3 pm 


NETCIIBOHHOOO 


Soi-vk-c station with *" 
nrfifhirtK fiif 
lvatfi'< sou 
- 
<%"n .For InJonmitlon.. call_.2J649. 3 
A ii>i ••(.•" voiunii: siTvice station. O St. 
loeation. Will n-uuirc some capital to 
handle 
This is a inoncy '""''«/.,•,}' 
interested, lonluci Mr. bharp. bkclly 
o;i Co.._ji 
«V: N. _ 
__ _ 
2 


........... BUSINESS 


OPPORTUNITY 


I — I'ool 
hall. 
Owner 
ri'lirinn 
alter 


!i 
ve.'irs 
DOWIIIO..II location, (.oocl 


business.' 
Riuht Price. 
Nice I-'IUIP- 


nient. 
Air eondilioned. 
•' ...|jii-Aiilo«-n 
cate— New 
equipment. 


A 
moneymaker. 
Hooks 
lo 
prove. 


(,ood reason lor sdlinit. 
ron'S 
State Securities Co. Z-bJab 


_ 
_ 
_ _ 


Kree 
ousuiess 
opportuntty 


Brokers & 


Cood uoitiB barber shop for sale. BOJC 


,")!.". Journal-Star. 
'° 


ICE CREAM SHOP 


tale, ready for opcninu. 
22 So. 19 1-7 pm. 


Inuulre 


.Modern 
neighborhood service italion 


for lease bv major oil co 
bow in- 
ve.stment. t:ood location 
Also 
mod- 
ern 2 
\vav station, industrial loca- 


lion. 2-l.j«ji_U:wi._:>£liiiL£i:gS! ii 
N-w service station lor lease, by major 
company. 30 mi from Lincoln^ main 
hiway '.Vloderatc investment. Writ 
P.O. 
Box HG. Lincoln. Neb. 
6 


Opportunity lo sell part time-full tim» 
& or build own sales oricamzation. 
Iniernational concern. Not an. ad to 
sell cookware, insurance, subscriptions, 
books, cosmetics, etc. For annomtT 
m.jnts. fi-:'ll-1 or P.O 
PIIX ."-I. lull 


Place Station. Lincoln, Nebr. 
[^ 


Restaurant -Dairy 
223(1 j; 


store, 
reasonable. 


Soda fountain complete with carbona- 


lor. compressor, and coke dispenser. 
Connolly Drun Co. 2-100 West Broad- 
way 
Council 
Bluffs, [a. 
S 


Tavern for Sale! Class C license. For 


information 
write 
Box 
36-1. 
I-re- 


mom. Neb. 
il 


Want to buy cood 
Koing 
arocery. 
SI.000 
down, 
satisfactory 
arr.insc- 
meit for balance. 
Box 518 .Imirnal- 


Star. 
8 


To Get In Or Out Of Business X 
NEB 
BUSINESS BROKERAGE 
318 Continental Bid* 
3-8077 


Money to Loon 
58 


212 So 12 
Since 1S02 


Stainless 
steel 
2-burner 
electric 
plate. 720 So 16. Apt 302. Eves. 
6 


WENT RENT 


BAND INSTRUMENTS 
; crs-;- fabie t?P Ras range with di- 


:_ee us before you decide, full credit | videcl too. lisht and timer. 2-il/6. 
if you purchase. 
-\l ' 


vin beds complete with new- inner- 
prins mattress, blonde dinette set 
with drop leaf table, chest of draw- 


- - 
- 
with •" 


-C 


work 
'•*> d;<--s n .M-'.-k. Apply 
in ccr- i 


•.IMI "r call afu-r f; nm 3-011'fi. 
7 I 


K K K N C H CLEANEHS 
I '.22 SO. 


~~A"~FULL~&" P "ART ""TLM K 
I 
Waitress 


KTPtricncc not ntccssary. too wascs. 


meals, 
transoortation 
home. 
Anply 


after 2 p.m. 
a 
Cotner Terrace 
225 N'O. COTNER 


A CAR POLISHER 


Mirt 
t-"C 
x-si-erirncrd. sood 
n.iv 
,! 


wor'-.ini: hours 
\iin!->- 
Sidlcs Poriliac-Cadillac 


_ 
132K_P 


A^CLOTTIING" SALESMAN 


(IE not c.\ncni-nccd do not apply.> Ex- 


ci-Ut-iU 
opportunity 
for 
csncrit-nccfJ 


cidihins s;jlc^nian in men's furnishincs 
»v 
ciofhinE 
Permanent, 
fuli 
time 


>tn>t tin^.e rotcrcnces. Apply 
-5 
GUARANTEE CLOTHING 


1132 O 


SALESMAN 
WANTED! 


• f you 
arc 
selected 
from 
the appli- 


cants who answer this -'id you can 
expect 
in earn 
over 
S.jOU.00 your 


fir-ti month 
Do not answer this ad 
jnless vou and your wife have an 
honust desire for the better ibinss 
in lite, don't mind working to earn 
them, can open your mouth and talk, 
come 
'.veil 
recommended and 
have 


a serviceable car. 
Bonafidg lends are. furnished and com- 
mission6; are paid daily, plus 3 scn- 
crous ;innu:il bonus. The man selected 
will wcrk in the local territory and a 
radius of -IU miles. 
For a personal interview write- G. W 
I.«irtKev:jseh. U24 Sharp Bids.. Lin- 
coin 
Nebraska—Ross Prustiii, 111J 


U".f» \V 
Bl«j=,. 
Omaha. 
Ncbr..— 


Oiarlr * 
.Meurci. 
Box 
No. 
GfJ1. 


(Tnnti 
Ki;inif. 
Nebraska. 
ii 


i- ! 
TK.U'HBns — f i l A r i l K S — 
s ; 
coLLi:.(.;i: STI'DKNTS 


; Company 
-,vith 
National 
reputation 


j 
c-iii use :j limited number 
of 
met1 


- ' fnr simmHr vvnrk or career ^-rn?!ov- 


I men 
("ar de-sired. 
Interviews hems 
| held Tiv.rrs. ,:i5 nm C'n'ncse Room. 


Lincoln lintel 
-R 


Capital Credit Company 
MQO O 
2-122] 
A 


General Loan 
offers you cash on the 
"Pay All/x Plan 


Lincoln's Handiest loan scrr- 
icr cives vou money to pay 
up all vour old bills—P!UJ 
ready rash for sprinn clo*h- 
inE 
and 
other 
needs 
You 


"Day all—then choose the re- 
payment 
date 
most con- 


venient, and have iust on* 
monthly payment 
It's fast and easy to arrange 
your "Pay All" 
loan 
See 
('Bob" today! 
A ' 


Loans J20 to 11.000 


"THE 
FRIENDLIEST LOAN 
SERVICE IN LINCOLN" 
General Loan 


SERVICE. INC. 
112 So 11 
R W "Bob" 
Oohd* 
2-1136 
Across rrom Gold's East Door 


Warehou 
on these 
All sales "as is, where is. 


SfiTF, 
.Sivi r,o 


SriTE 


M.-\TTF.KSSKS. innersprinB. twin f\7.p nnlv 
roil. FPniXOP 


•*::L-I-,::V .j.,-!.-.;. 2 >?;.; ..niv... 


j BT'NK HKI'S 
j Rf'I.I.AV.'AY Br'.I'H. .".n 


MPiniC-NK CABLVKT.?. ali f . r r ] vi'li ::.;rr.ir 


i KITi'HKN rAr.lNKTP. nil' Vo-I 
'. 
'. 


i I'TILITV TABLKP. .-ill metal 
I Ponr-l fHAin?:. .Ill metal. p;irkcfi :: ::i ;i !)(?>:. . 
I'-KSK. T-'lr:iw<-.- 
K«V"KKRS. r!at;'ir:n i-; i,--is;ir. 
Ot~C.\SiON.\L CHAiRS. -1 ni:is!ic 
OPP CHEFT OF nitAV.'EKS 
BABY BEDS 


I BABY I-:?;T) MATTnKSP. .ill T-li-stic 
/ 


HlnT! rn.-MRS 
PLAY rKNS 


i fiAi!! .\NI> OTTOMAN—P"''-" :'••'• >•<••! 
, L'liOP LKM- P - N I N ' : HOO.M TABLKF 
i ^|;%"!X|'i H^'OM '"HATKS 
j ifTKP TAHLK.« 
.'..'.'....'.'.'.'.'.'.'..'.'.'.'.'.'.'.'.'.'.'.'.'.'. 


• LAMP TA51.V;S 
j X-OI~KT.\TL T.\BL;;S 
;- TAYl.r':: Tr.»T.^ 


OFFICE EQUlf'MEXT 


. ALL":.:!-:-. ' ' ' 


SALE 


Wed., May 5th & 


Thur., May 6th 


! . . t 
,_ 
*' j J.JL.1U1I1 II! 
>**11HII4 
I l i l O I I . 
I UiUHJ 
III 


i ! Kesistered Hereford hull to tonn for i for .1 larcer size. Can't tell thi> trom 


! 
feed 
and 
care 
Call 
2-2vt?M 
or 
a new one 
A chance to save money 


- 4--7r,2. 
0 i on a practjcallyjicAv. orR3n. 
6 , cniy SI9-95- BOX Spring TO 


roc-c. I_rpavv ACA 
l.eSEj. nfcJUvy ^wn. 


fJOVi/ i Shetland oony stud serv-ice. S15 re- 


; I tVn orivilegc.'! for sc.ison. 4-5110. 20 


- ^.r."' i | 
SPECIAL 


'•••;'" 
i 
Started 
straichi-nin 
chicks. 


-' '"' 
M-J.llll and up. 
X 


......-.., 
• 
HAWK HATCHERY 


i 
vears 
tieav-v tvpi- 
I-3i.(»ntimical iicai 


pr.Hhicers. real rrrilii rnakerx; 


i 
' i n P.eMs-.iile whiles'. ;o'd..vs old. 


; l.'.'On llcltsxille. Mav r, f. 1'J 


, 1 -j.dno !iro<i.te. hatchini: May in. 
' ; Low prices. 
Hurry! 
The-, ^rc srllinff 
: i fast 
Hill TiirS^-v Farm Holjicri. 


• ! in ,<;. s. Lincx'ln. 
-X 


! ! riccisicrcd rolled Hereford bull 
\Var- 


McCabe 


S35 


Choice 


Weiiinuion 


Kimbnll 
Voiimer 


Tuncri & Deliverer! 
Full Trade-in Later 


match also SI9.95. Same 
mattress in 3/3 size only 
S17.95. 


Kellison Furniture Co. 


1507 
O 
2-8091 


A HOSTESS 


25 ,to 40 years, attractive 
with 
nice . personality & 


Hotel or club experience 
desired, must be able to 
take complete ' charge of I 
diningroorn service & per- ' 
sonnel. Write—giving past 
experiences, qualifications 
& 
work 
references. 
Box j 


548 Journal-Star. 
11 j 


AT BOWL-MOR—PIN BOYS 
NEEDED .AT ONCE 
-19 
BOWL-MOR LANES. 304 SO 9TH 


A PRY COOK 


Eve 
hours, 
no 
Suns 
or 
holidays, 
meals, uniforms Good starrinc ««ilary 
At>nN in person. 
HAPPY HAROLD'S CAFE 


n !2 P 
11 


Vacuum cleaner salesman, experienced. 
lo call on dealers in small eastern 
Neb towns. 2-1135 ' 
6 


We need another 


Real Estate Salesman 


Call D i c k KimbaiJ Co. 
2-7606, 201 Stuart Bldg. 7 


Help Wa'ted Men or Women 52 


(Salaried Jobs) 


A MAN 


For inside laundry work, permanent, 


full 
lime. 
no 
Sats. 
Sec 
MR. 


BINDF.R. 
7 


GLOBE LAUNDRY 


Good pay. 


4 WAITRESS 
Apply 
CONTINENTAL f.EST 
T5I1 O 


i-sED UK'I'.VISTMI-:NT 


Lincoln UUL- & l-'urni:ure Mart. T.7 & 


?v . Callers. Trade-ins. Kcxid parlor suites. 
~, 
. 
~~. 
n. 
,— 
rues. caroc;.s: bedroom, dininc room 
OOUrldy CTOS. rlOnO -_O. 
i lurr.iiuro. I'riccd for quick.. salc.__2. 


A WAITRESS 


Good hours, pay. meals, uniforms, no 
Suns nr holidays. Apply 
HAPPY HAROLD?S CAFE 


942 P 
-7 


A WAITRESS 


HOTEL CORNHUSKER 


••cninK for 7 r.*n-l nm wnitrt's*.. K 


fiirni>hcJ. 
Apply »: !'i 


An 
experienced 
dnic 
clerk, 
salan*. 
commission, sec Wilson. Chcanncr's 
" " ' A SALESMAN" 


SoH'hcast 
Nchraskn 
Innc cslablishrd 


firm scllinc fo«->d ouilcis: nee '111 tn 
"0 prufcrrfd. xnaniniccd snlnry pli!<; 
cnmmissiur & cxpmso pu;d. p^id 
vncaiion. HosnitM. Surcic.Tl <t Rt-nu- 
fit 
In>- 
also 
IVr^inn 
plan, 
mu-;! 


hn\c car. Give 
full 
infcrmaiion 
in 


firs; 
IcMcr inchi'Jini! n»:c- ct!nc:itinr. 


i-nipln>nn nr 
n-curd. 
m;trti;ii 
';t:i:ns 


: *t Telephone Hos -\~7t Journ;il-Sl;.r. 


CANVASSERS W ANTED! 
MICKLIN HO.MiC "IMI'ilOVE.MENT 


24U NO 
31 
11 


CoupKs or sincle lover 21) sales 
position onen free to travel, no 
experience rct^essao'. Exceptional 
carnins possibilities, for intervieu- 
write Bo>: 3-10 Jo,:rnal-Star. 
9 


Experienced vacuum cleaner salesman. 


E.-.ceoiional opponunity for rinht man. 
2-11-To. 
6 


Multilith operator wanted, male or 
female- full or part time. Please 
state experience, salary expected 
& amount of time able to work. 
Box 490 Journal-Star. 
10 


mciil- 


.\ s::nion attendant. 


in-nt- 
i:i't'd 
»:IKI-I. 


^lei'r-crM-r; 
before 
Oil. :'.ini .\namv. 


li 


Mr. 


.^icht 


-10 


1"' 
Since "iS!"2 
2-1 (>:'.(>! \VC have 
' 
' 


rooms all mxidern furni- 


-— 
_\ Dictaphone Operator 


T...VI 
i ".:•<< 
I 


1 I..1<l I 
n.r>o ' 


S..V1 
' 


rcn Sachl'cben. rfonr J^(; K'flh. S 


Radios, Television—Service 38 
All make! •serviced day or nisht 1535 


No C.'tncr TcloTck. 6-5100 


Wanted to K-y~C"h":cc tnunh cm- i Expert television scr\-:ce. siiarantccd. 
tins square bslcd alfalfa hay. £-22M>. i reasonable Phone 3-34S5 anytime. 1» 


. 
—P - (fiinmntccd trlcvisior re_nair- Qualified 


V/ANTED TO BUY 
j v"7'.ct: Elrctroiic ^rn-icr Co 3-731 g 


lure i'r>r s;ile. includinc baby 
furni- 
lurc. TV. washinc machine. lamps. 


-Ml lop condition 
Kea«.on:ibix-. 


1S12 
H. 
before 
S 
P.M. 


Permanent ro^iiion. cootl lypins cs- 
scnnnl. but other cxrcriencc thonch 
helpful not rt'qnircJ. 3ri 'lav wct-V. . 
Call Miss West for appointment, j 


_ 


A 
TV 
lechnician. expi-ricneed. 
full 
time 
permanent. 
Applv 1020 
No 
35 or call 6-2301 for appointrrcnt. 


10 


Help Wanted Men or Women 52A 


(rommi^yion -lobs. Sales. Etc.) 


j 
SALES PEOPLE 


! 
Both Men ;-.nd VVomcn 
' 
Ace No 
Harrier 


! Fnr 
ciiy or 
local 
le'rritory 
in 
your 


! oxvn .ire:!.Full or Part Time 
! K;-rn 
.1 
2i:nr.mlccd 
.irrount. 
Phone 


or 
-.vriTe _.\d Service. 319 So 27. 
Lincoln. Neb. 
""fc-i 


Positions Wonted, Women 
55 


ANNOUNCING... 


Q 
NEW 


LOAN PLAN 


for the Folks in Lincoln 


and All Surrounding Towns 


POSTAL FINANCE CO 


is delighted to invite you and your 
triends to visit our ne'-viy opened 
office at 32i Trust Bids- when you 
need "Ready Cash". 


Borrow Any Amount 


FROM 


$25 to $1000 


• NO CO-SIGNER NEEDED 
• INSURED LOANS AVAILABLE 
• NO FEES OR EXTRAS 
• FAST SERVICE 
• 20 MONTHS TO REPAY 


• OPEN THCRS. NITE 'TIL » 


F..M. & SAT. 
'TIL 1 
P.M. 


DON'T DELAY—COME IN. 
PHONE OR WRITE FOR 


PROMPT SERVICE! 


PHONE 5-3235 
POSTAL 


FINANCE COMPANY 


324 TRUST BLDG. 


(S-W Corner 10th & O Sts > 


WRINGER ROLLS for all makes of j 
washers Brine or mail old rolls to 


Z PAPER rp._ 


10 i j.-, 
A YOUNG MAN 


TA 
as 
Gourlav Bros.. 212 So. 12th. 2-1635 j A DISHMAOIINE OPbRA TOR 


Kor 
Mnjk 
work, 
mu^t 
h.t^c cxr*?ri- 
cncc. permanent, full lime work. See 
SLEONVS FOOD MART ' 


2Cnfi \V:nthrnr T7d £• 
RVOTTJ 


: Ear or 
shelled corn. 
,£- n.i:s 


burger Mom- Co. --!::?::. 
5 


VV- 
Ni\ 
hx'rvt-\ 
tnnl<-» 
dailv 
highcM 


m.irJxr* 
\.-i-ii 
!!JI! 
L:v«-^lrKfc 
f~fi . 


_Rl 7 ^-""LL _r<~-idence ^-4507 
20 


\\-iK*':; .", x .in mill 
x.-x->oTi-r. lop 
vl.»or. 


!•!. 
l:-!-- \V .-!•-• 
L 
- s:nci«- 


*r<?-; Guaranteed television jcrvicr. Bonded 
Don Hofmann 
Phnnr ."W42O 


time 
^ 


TV 
SEH^H:fc. | 


dic" 22 i 
Voss 


Guaran- ; 
Thor 


- ^19 • n-."r».i;rs for ;iil m*iV,t->—roli*. 
notor«- 


H-Hi- v. nrist-r ran>. _vTi: 
<_\ill_ us! 


• Both day hours, cwcllcnt stanins 
j 
uniforms & mcai". .\pnlv 
S49.50 


Guaranteed Used Washers j SUNNYBRPOKE 745 SO 11 j 


SpCCC! Qliecn 
. A 
house wife-hand 
ironinc—moim. | 


SL* Tiir das 
^:: ncni 
<.ir T. 


paired. 60S So 13 5-{99<- 
f<3i'ic & Television ".erviv.' 


tt-.-d 
Uon t)i,-hl. <>-577fi 


No 27. 
" 
in 


A >,-?ut> operator, snarantivd vilnry ; 
plus commission, call 4-t-*09 x1a^^. • 


RENT A TV BY THE MO i 


An currricncct! w:.itri".N. EOCH! honrx; j 


in i:ct*i'.;«Trrt Herrforrl hull!:. I vr.-irs 


r»ld 
Hit-h o::.i:i:-.- WHH hn^rlinc. T"cc.r^ ^"\' 
^-"o^-^*— ~£» S^]^* 


i«-.-irl:nr hrif'-r-sTr'-rs. nn<- OT cnr- 
*«'7*, ' 
^^,^,~^J^"'"'" 
*" 
v" 


"'•.•'rt I'.-'Tr.^ri. J^lrri'f-r. \'<-h. "s 
•' 
••'-••• >.'-••.-•'••-- "•:-•. U---.J- 


211' 
1't-ndi^ drerfrecrr 


Karlc. 


,>:1 


.>f<Vx. 
c.-x.;-.-.; 


^7l« 


: m«.i!<-' \ .IJi 
:.•(-. - K--M-. 


'-^^^1r->.T^T^Tr^-7 
•jv_.O^.-:*i:u.:l 


nj. h,".-. 'o.-'d'-r. 
?-' 


5 O 


- rt 


ArxiTi TV. S.VI. also 1il>lc A 


iTionc 631- Prrm.inni' Trw"" " 
S 
1.1:1,-.- 
X.->1!x-r. -1 
cr-ncrtn. 
!" -'•«' 


Vc.'.r'oIrt'iv.nshcrjn-jSh do«W<T.ulw] 
^«Tj- 
{^e^^f^n'^lhirikl-a^M:- 


Jiori & -nidcrnvut 
Good slartjns 
";''Li_ r_n J!"-_3!-—!-i"ii-'1—^~ 
TlCT'i.-.Fawiti-! rrt'.tr fTrrriencc *ii: 
r« a^nlaifl' r:c-cr«K!n C<vx3 tv-ice* 
o-r .-ijurrix^i oM x wrrV Xonhcax.1 
:<x.-.:ior Rot -»P1 -Tcnirr--i;-S!»T 
~--> 


DRIVER 


FOR DEUVEnY CAR 


yorvi; n*.: Minin.E-Ar.Kn M.\N 
jii's'r i;h; NF.AT. corKTdrs. 


PVK.V \NKXT 
X i''i'siTH>N 
A5;- 


IM.l'-ANT W!T.T. IM.F.ASF. FT'K- 
\isii 
i:!-:Ki:-;r:NCr:~. 
ATTLV 


IX J'KHSOX. 
DO NOT TiiLK- 


i-JHiXK. 
X 


GILMOUR- 
DAN1ELSON 


DRUG CO. 


Apply at 


Medical Arts 3ldg. 


si». -=(>. 1~. 


Adult baby sitter, your home. _ Need 
transportation.' Call eves. 5-021-1. 
S 


All tvpina. «cnoKraphic service, notary 
ptiMic. Public stcnosraphcr Lincoln 
Hotel. 
o 


Baby siUinc for 2 children. State 
Hospital vicinity. 5-1579. 
10 


Child rare & ironins. Norah Strouah. 


G2il Losan Avr. 
6 


care- my 
home. T.v. 
1203 
10 


Kxncricnce'J rhild care 2 i- under, 
my Iinme. Havolock. 6-3!*70. 
10 


K\ptT:enx;vd 
hand 
ironins. 
7*>c hr. 
ft-iil^. 
27IK1 No (V">. No -.vccfc ends. S 


'CASH LOANS7 


Sse us today for "Cash in 
a Flash" on your signa- 
ture or other security. 
Loans from $25 to Sl.OOO 
Take 20 Months to Pay 


PROVIDENT 


FINANCE CO. 


"Service That Excels" 


1620 
O St. 
Phone 2-3639x 


Iaundr>' done al 
my 
For 'ii::ck f'rrvicc—5-^351 
COMMERCE LOAN CO. 


Laundrv wanted 
204 O 5-507?. 


u=h. dr.' finish. I 


10 


rr*. "Oi2 R. ">-727.V 


i Maid work day- nir.h! or Hv 
1 rcjicnccd. 
,V«22-5. 
• 


Cash Cash Cash 


You Need Ii 
V/e Have It 


^hins 
ivn^rted, 
irored. 
2."c 
each, j 
Fnrriily ironir.c 7,"»c hour. .~,-7.ir,G. 
S i 


^ . -Yr,,-j| jjitr ,hr 


! Tiriy Tot Playskool has vacnacy. 
! l-ir?:nsed 
Any 
aco 
considered. 
' 3-391 j. 2S37 S. 
~ 


tdlT aimosTncrc.*' 


INSTALLMENT 


Savings Corporation 


138 No. lit* 
7-MOO 


Classified 


cotxl condition. ^-T.^P.^. 
^ 
<1onr 
mc1^3 \t-ardrohr. 


10 


rjixnvn 


Mav 7th 


S?.fl.P;i 


.-* 


Elrir' d"c 


r.cTlcr Jiur; 


FOUNTAIN MAN 
j 


Exocricnec no! r.rcc.'.s.'iJT. 550 «cok- ' 
Ai>r»ly in i>rson. 2-4 v«m. 
6 
TASTEK INN 
IS30 XO. W 


~LTNOTY?£~O?£RAfO"R~ i 


]•• 
•J — . 
^irTi-' 


..','-, ',.- n-.'iJ'O'- iirrl* 1"a\ CaU: 


JOURNAL STAR 


OUTSTANDING 
OPPORTUNITY 


C—~d T^inoi to Eot 
35 
r c r i 


K 
-<- 


__ 


' H7KSH' COTXTH V EC' ;S" 


Suilding Motctiol 
40 -._ 


^ — ._.._.—•!; 
7: cvcrc:"c e^rnir^s. foe crs interested or.lv in 
Ysrr-ejl "nan 1o-r Trn.lr «-m*. S. • TTT , 
rl'n^^diirtnVVi^rrriTSr^ | V^--~ -rn v.-;-:D ere 3oo-:irg icr a perinancnl pr> 


1XVJTKD 


]M i T?:D or ANTITI?:> 


'OUSK (".OSKO SATURDAY 


-MH-plion! Sc»iri« 


SALESMAN 


A .1-- 


. 
-• 1-xfXl- . • 


"r part limr 
irt *I'-.T!-. 
lip-.- 


Q771 J" 'T< 
. • ' . O 
1 > 


«-'f 
Ti 


-.ii*!-* 


11 


.--Tr Ifs^Vmc Irr ? 
»n 
R 
C 
Unm3 


o:-:rr-c:ifrrc. to c^surr.c positions oi greater re- 


TV_ 


KtfX.h 


Business Oificc Equipment 
42 


Our v;, 
only air. 
?*r>ck offorrd 
fr>T 


^ - . 
C!y i";-.~. .—,-::.o 
'AUCTION" 


GhOCFRY 


irr. '-.r-t 


r 2535 O' 


T ™ „ '^_ 
-IP j 


i n ;,* 
r.; " .'•.; *-;:"•.. rrT™'"^. r! 


. 
. 


1-- T>t:.l:x. csj rir-i:; i-1".- 
c.l-'s. 
__ 
_ 
__ 


. 
-.r 
-•*;-' >'irri 


, 
.'/in N.. 1 


f.vrly 


v.;f-f- 


F.1.KS GOLDEN KOOM 


21 io 25: car is o-ssor.tic.1, but travel limited lo 


j -!«•— i r*f*> '^* ^J"^" £*J 


Those who qiralify v;:ll be given *rc:nina ai:d 


Hc?» Wonted—Men 
51 | 


A]] 5?*' 
is." 


Sale at 1011 North 23rd 


A 
SHOP 
l -,T T'ir\ I I 


-;K 
.jl •-.': I i 
.\\v 
wi -\v 


".i ^. 'GA 


DICTAP3-IONKS 


I.IKK N17A'- 


1X)>-"T MISS Tn'S 


BI.AUVKLT ^~S7E 


SAT.K 


ri riavs per woo?.. Kxcfl 


•.%frk::v;' 
cn:.dir:or.s. 
C 


S-S.W. for appoinlrr.ent. 


- •»': 4^ c r- •» T 


Money to Loon 
58 


Lui'iiih iMiidt- iu 17csid';nt.s 


Of AH Surrounding Towns 
Persona! Loans 
$25 to $1,000 


Ko; tllllj— Other Kxpenne 
Up lo 20 Monthi To Kfp« 
Phone 2-8556 


Open Thursday till 8 I'M 
Cash Advanced 
Mo 1'tmtirm 
• 2fiO 
tiy 70 


QOO 
31 .63 
750 
15.83 
1.000 
.Ml Oil 
Hased on 20 .Month Plan 
Secured Loans Also Made 
A 


First Loon Co. 


OF LINCOLN " 


Sharp Bldx. 
Phonr '-8SSO 


NEW 


Life Insurance On Loans 


At No Cost To You 


Now when you oorrow anr 
amount 
up 
to 
SI,000 
at 


Household Finance you get 
life 
insurance protection 
at 


absolutely no cost 10 you (f 
you 
need 
-noney for most 


any 
purpose, borrow 
from 


HKtJ. America's oldcsl and 
larcwr consumer finance com- 
panyF A S T SE'iVICES HFC 
sn i lalnci in extra fast serv- 
ice Money usually tic same 
day 


Household Finance 


Corporation 


Lincoln 
Liberty Life Bid*. 
2nd Floor. 11 tb & "O" Sts. 


PHONE 2-1097 


LOANS 


GET THE BIG 4 
FREE "OF EXTRA 
COST ONLY AT 


PERSONAL 


4 BIG REASONS why * 
PERSONAL loan is vour bejt buy! 
1 Life insured for toe umount o««in« 
free of extra cor 
2 Nationwide Credit ai over 800 of- 
filiated ,'ffices in U S Canada 
3 Loans entirely by mall 
4 Custom tailored loans 
Phone for one-visit loans, write come 
in 
Emn|oyed 
men. women—Tiar 
ried or sinRle welcome 
Loans 525 to $900 or more 
on signature, furniture, car 
Personal Finance Co 


i47 South Twelfth St. 
NW Comer 12th & "N 
Phone 2-6853 


Roomi, Slecolnq 
s v< p M ,• 
loom, 
[JM vate 


1)35 So 21. 


62 ! Aoortmenr« Unfurnished 
66 


10 


$6 PER WEEK 


GRAND HOTEL 


515 


A3 


f-' W-iTkinT dTslancv 
filrls" 


I'l.'l () —Clean, mcily furnished elli- 
clency 'int. stmc, rcfnuerator 
10.7"; 
_\urk 
7" 
__ 


ir.tjri (J— I & 2 Brooms'" ffi'decoraied" 
_U_.itfr._refriKer.ition. __ S 10. UP _ 
JO 


Kitchenette apt 
everylhinv 
incliidmu 
ITlmdaire linens, utilities, nenlleman 
2-1 4 2<(. 
-7 


64 
Shore Living Quarters 
Kmploved cirlT!i-2Y">.hare aToorrTirpT 
C.ill_7-2129.jl-7l7s 
_ u 


U'orkmn tiirl wanls room "mate, call 
7-3UUU alter ~i.'M OIL 
11 


Furnished 


K St —1 rooms, air-conditioned, apt 
hinldinu. 
nicely 
furnished, 
antenna, 
l.iundn Hus. Adults. 'i-2V~'J. .i-SS.")2 
-11 


!•' 
St—Nicely 
furnished, 
cffeciency. 
«ood 
bed 
drv 
basement, 
uiilitiri. 
_AduIts._ MO 7-207;{._3;SS.')2. 
-11 


42 & Starr—3 rooms, private bath, 
entrance 
SOD. utilities 
emplovil 
couple or students. 6-3203. 
30 


22 At N—Attractive 2-rooin apt. pri- 


vate, bath, ground floor, S-10. 2-1711 
: . 
10 


18 i: D—Beautifully furnished larne 
art. also elficiency. Utilities. 1840 I). 


*•> i No. 2o— 1,/vuijiroum. ki(ihi.i)i-tlo. 


IVUM. 
dreulnurooni. 
in-a-door bed, 
_ref ri«erator._stove._Adult3 2-3022 _JJ 
B05 So H — Livinx room bedroom, 
kitchen. 
diniiiK 
room, 
hath 
iUO 
_Will lurnlsh. »70. 2-4745. 
•« 


8.U .So 17 — New deluxe 1 Ixdroom, 
urmt d lixin^ room, (i ilosiis Klei- 


_ tru itme. rilruvrator. jl-OU'2. __ -y 
U31) So 
11 — Livinx room, bedroom, 
kiuhcn. tile bath. Sun room, TV 
antenna. 
$UO unfurnished. Stoic & 
relrlBcrdtor if _detired. 
_ 
_ 
____ 


101H K — Nice 
Li-bedroom 
apt, first 
_Ili)or. reasunahlv, Adjj]ts. 5-47-10, 31 
1048 I' 
3 room apt. 
Ufllifies. 
Bus 


linu. Hcn>onable._5-36gC alter 5 5 


1011) 
So 10— Lame Ii rooins 
Netvlv 
_dei.orated. Ktoie. relriKerator. close r, 
H I I 11—3 rooms private bath. S."iO 
Aiailablc May 1. 5-8817 


__ 
10 


1200 
Ko 20—A-l, 
b.itn 
Strictly privat 3 
larKc rooms. 
i'-i^V? 
10 


Farmt for Sole 
75 


Want—80 .irji's, irnpiovrti, on Hi. 
wav. within lu ml. of Lincoln. I'h 
_2.JC03 or 3-9397. _ _ 
_ 12 


Wanted—80 acres on 
onveninil or 
yravel near Lincoln 
II. I' Ilelliuer. 
ijo:i Ni> vi. e-STO 
i 


Well 
improved, 
iiently 
rolllnu 
1(10 
acres. 4 miles Kitith of .Sevuird on 
KMVflfd hltttm.iy. See or call .lolin 
Khervp.ichi-r. )Se»ard. J'lionc W1U. A 


Acreage for Sgte 
_76 


U'JIIO A—10 jvres. S rootm. Mriollv 


modern. Jll.7,-,0. J.'i.Oufi «ill handle. 
Immediate possession. Vcuch Ii-3147. 
10 


ACREAGE 


ol & Kr.mcH. 
A nice 2 bedroom 
home. (las heat, ejttra nice kiklu'ii, 
bath, 
(laraue. chicken house. Iruit 
trees, lot 210x300. onlv JS..%00. 
-0 


State Securities Co. 2-G396 
Card Htitn 0-5377. Kred Sasck ." (J173 
_ 


i22" (I— Available May l,"i. 'i rooms. 
Iront. prnate bath, 
m-a-door bed. 
adults pnl>. 5-8321. __ __ _ n 
j.iKJ H — -2 bedroom apt. 5-OIWH exes 
for appointment to "sie. 
___ 
J_l 


I.|.T> (.' — 3 room, private bath, stove. 


.Ma> 15. Ku's, Suns. 
-2 


t2250. 0—1 
roo-n 
efficiency apt. 


1331/-- So 16, Apt 2, or 
1446 P. 
2 rooms, well furnished. _ 
8 


KM 
So. 
17 — Attractively 
clean 
3 
rooms, share bat h _ Adults. 
__ 
3 
_ 
__ 


139 No 12 — 2 rooms, private bath. 


employed couple. S-10.50. 2-G1SO. 11 


13!) So IS—Ncwlv decorated 2 room*, 
private bath, laundry privileges. TV 
antenna, reasonable rent. 2-S11G -10 
140 So 26—2 room apt. utilities naid. 
6 
-5 


2!S So IS—Triplex, 
first 
floor, 
rooms, bedroom. $100 3-6991 
310 So lo—Clear one room, kitchcn- 
-~ellc. bath, second floor 
6 


MO So 17— Walkim: distance 2 larce 
rooms 
1st floor 
Share balh. Chil- 


dren accepted 7-2723. 
7 


SI1 
So 14--Second 
floor 
front, 4 
rooms, bath, nicely furnished 
Suit- 
able for 3 mrls. couple. $80 2-47456 


Gil Po 3-1—3 room, private bath 
& 


entrance. $50 3-7523. 
8 


737 So 30—2 room apt, bath. Mid- 
dle-ased lady. 2-ri6GO 
11 


1116 Su lo— Ppvat- 
hnth 
Livinis. 
bedroom 
kitchenette 
S65 
Adults 
3-177.-, 
s 


1120 
H—2 room furnished ant Share 
b.ith 
531) 
8 


1131 
K—Third. 1 room, kttcnen,. tte. 
Lady 
Share bath. 125. 2-40S8 
8 


1'iOO B—3 rooms, bath. Private en- 
trance. 
Available 
anvtime. 5-.)052. 
11 


WH^ESOU MONEY 


SEE THE 


FEDERATED 


FINANCE COMPANY 
"Thr Friendly Lincoln Company" 


A 
32 Years of Courteous Service 
1503 O 
5-2937 
1503 ri 


PLITH LOANS. 144 No. 48th 
"Your Home Town Loan Service." 
HOURS 1 to 8 P.M. 
X 


$100 


QUICKLY 


On Your Name Oniy 


Choose your own way to 
repay. 
Good credit is all 


you nee.d. 
Other amounts 


$25 to' 51,000 on other 
plans. 
PUBLIC LOAN 


• 
CORPORATION 


141 North llth Street 


Phone 5-4361 


Wanted to Borrow 
60 


Wanted to borrow J3.000. plenty of 
security. Call after 6 pm. 5-9569. 
S 


Rooms with Board 
61 


1144 
F—Board, room for worhina 


men. 
boss. Walking distance 5-7336. 


24:tU 
R—3 meals, lunches 
TV 
Shower 
2-S372. 
oacked. 
-10 


Clean room for 2 bovs. No drinkers. 
Excellent food. 7-1723. 
-7 


Rooms, Sleeping 
62 


15 & G—Sinclc. double twin beds, 
entrance, caraizc. 1310 G. 2-6419. -5 


327 So II -Sinslc or double, rca- 


sonable 
Gentleman 5-3020 
12 


52!) So 
14—CUan rooms, eicellcm 


_'y»..:U'on 
Walkm« distance 
6 


82b" ^o 11—Near Capitol, nice room. 


gentleman. 2-4019 
_;!_! 


1020 so 
14 —^car capitol. comfort- 


an'< 
front room, near bath 5-4055. 


110S H—Desirable room- near hath_. 


walking distance 
5 


1I1C G—Larce. hcht slccoinc room. 
. S20 mo. 2--2093. 
d5 


3117 A—Large sleeping room. 
I -arcc 
closets. Near bath. 
-6 


i 110 K—La'EC cool sleepinj; room; 
\\ n'Kinc distance. Gentleman. 2-1-'.. » 
:i-74(52. 
11 


KJ2/ 
O—Larwe efficiency, 
ideal 
for 


two adults 
Reasonable. 
11 


1327 
H—Pleasant second 
floor ct- 
ficicno 
in attractive well kent ant 
Foi 
perman.-nl 
bilMne^vvomdn 
or 
couple. S.'il 25 2-43^4 If no anwcr 


_c±lU>-2JOQ 
. 
8 


1401 
So 22 -Remodeling finished— 
now available. 2 larse rooms plus 
bath. S50 3-6486. 3-4714. 
-8 


1423 P—2 rooms :!rd floor. Hot & 
cold water. Frigidaire. Close to bath. 
2-.15U2 
8 


1517 
Nem?ha—3 
room 
semi, apt 


Quiet, employed. 1-2-3 
3-7G01 
6 


1525 O—Apt 3. Nicely furnished Pri- 
vate entrance. 
Adults. 
Reasonable. 


Ncvvb decorated. -l-UO.jq. 
-11 


1607 
N—Front efficiency, close in. 
completely private, adults SrS7 50 
In- 
oinre 1000 N 2-1777 
6 


1620 A—Very lovely 2 bedroom. 5 
room ap* Lots of closet space. Nice 
basement, washing facilities 
Adults 
SI00 3-SS33. 
-II 


1H4.1 K—2 room apt 
Also 4 rooms. 
r,-72SR 


ir.00 G— Bedroom, bath, kitchui. imnx | 
room Stove, refrwrator. All utilities i 
furnished 
May 1 JUU. Eves 0-4US-I [ 


______ 
___ 
fj 


1.">.U) 


Acreage, modern, close in. l'i 
_S_12..'i(K)._ Ho; 525 Journal-Star 
5 


EAST ON SOUTH STREET 


ApproMmatPlv 2 acres brome crass. 
Combination 
caracc 
and stable, 
modern jvs-story homo. '2 bedrooms 
down, 2 small bediooms up, eood ' 
4-inch dci'i) well. Out of citv limits | 
but on paving. 1'riee <KI.400> bv an- . 
potntmcnt only. Call 4-IU94 
-11 


Homes For Sola 
82 


A Public Sale 


U'rd . M.n '>ih. < t'.M «i 310] Ifm. 
Oolph Street. 
An eiKht room luo 


Morv well built l.imlly ho'iie. l.irne 
"ilcepjn*.* porch divided in two rooms 
O.il floort Hiid o.ik (inlih. full h«v.- 
nicril, K.I\ he.it 
Mny easily br eon- 


verted into a duplex. CaraRe. cement 
dnvcwa>. l.ir*:e h>t. fine wardi-n in- 
eloved uith white r-ltket IIIKI.. You 
lire Invitcil lu Inspevt at >our' ion- 
venii'iK'e 
^'erv xood loan avnil.ihlr. 


Si'llv to the hii'hnt bidder. POVM-X- 
Moti in thirly d.iv^. 
A 
E. J. Nicmrinn, Auctioneers 


PHONE .',-2522 


! Hornet For *Sal« 
82 


ATTENTION 


Perfect harmonv In thlj well arranged 
2 
bedroom 
stone. Lame 
invitinc 
rooms so caw to care fur offer verv 
comfortable livintt. The basement can 
be used as a separate livinjt unit if 
dcsirul 
Meaiitiful 
landscaped 
lawn 
and sarace. It mav be the home of 
jour croice for 117.500. Call L. C. 
Johnson, (J-5S18. 
0 


BARTLETT & CO., 2-6693 


New 3 rooms 


vatu. heat p.iid. SU3. 
lit. ull on- 
. 8 


1710 D-lst flour. 1 bedroom, infant 
accepted, garden space. 2-1379. 
C 


1911 
J — 5 .t 2 rooms, bath, heat, 
ranue. Oiicidairc. Maytag, bus. auict 
-M^Mlli..^'!?,10 _ rd 708. _ 
-7 


2209 
!" — 7 
bedroom 
apt. 
private 
entrance 
stove, 
refrigerator, 
ruas. 
_ 
_ 


2763 
llandolph — 3 
private. 
antenna. 
rooms 
uarauc. upstairs. 
adults. 


2S02 V — -2 bedroom dupki. I'tilities 
paid except lights 2-25bli. 
-11 


3311 N—3 "-oom>>, refrigerator, siove. 
share balh. TV anlcnna. 5-H05U. 8 
4526 Baldwin—2 or 3 bedroom unoer 


Nfiar bus & shopping 
Utilities oaid 
?5'! 
4-(il);t-. 
S 


Available June 6. 3 bedroom, first 


floor apt, stove, refrigerator & heat 
furnished 3353 \Voous Ave. 
-11 


it-droom a"t 
Nice irt.'nor. location. 
Transportation. 
very 
reasonable 


_ Adulti._ .'!-7r)U3. 
-7 


Beth.mv—o lar«e rooms, unfurnished 
_7-134li. 
10 


Clean 
3 
rooms. 
Kitchenette, 
bath 
Clos. in 
Adults .No pels 2-G237. S 


Highly Improved 


12 acres in Klmvvood. good modern 
house. 2 baths, 
eii> vvaur. natural 
gas huil. good b:irn. tross Nnnd 
Kaised 1 1.000 alfalfa last >ear. jlO.- 
500, terms— move right in 
U 


Gustin-Cooper 
11G So. 15 
^-_12 
2-2339 


2-S151 


5f)-Hiv\av 3J York House 
electricitv 
5 builUincs Reasonable ,?-R75') 
fi 


ATTRACTIVE FEATURES 
\rc a M.Ttmed lnin« porch and un- 
LiMi.il uvrc.ttton ruotii in this U bed- 
room 
hrick 
homo 
nisi 
one 
blnck 


voulh of 
-\« C' impuv 
L^ITKC Kar.tKc. 


wf.ll 
l.indstjpt d 
fi'need 
b.itk 
vjrd. 


S 18.000 Call 'Ihclm.i Wcrcsh 7-2'J.l'J 
AUSTIN REAL ESTATEx 
1027 -\ 
REALTOR 
3-S1G 
1) 
_JU/LT1PLK Ll^l'INC .MILMUICR 
A very nice 1 bedroom home with 
atlncrn.d Karase. 27JS Potter. 6-3btil).6 


to 


TOl l(l'l,i:\ 
Cm 
Ci.i,i 
in 


lent condition 
on 
hii.lme 
v 


bllslfKSS ills) 
Kllll M/i 
,t)l 
'J 
raite. lolal 
income 
$»10 mo 
An 
rxcellcnl return (or Itic 
Invevtmrnt 


I'ALIVKN" 
IRKAL KSTATE 
N 


Rob Allen l-2.i I ! l.t»\ Smith .'MlOil.'! 


Multiple 
Ltvtin-. Member 


H\\I:I.OC"K 
3 bediooms pluv uood bjsrmrnt apt. 
S7..VX) 
7 
jji> J'\VI:I.K \ 
c. <;7iTi 


HOLMPIS DIST. 


2 bedroom 
hi'rm1. tlioae lorner lo- 


c.UKm. UversUfU j-'ir.iye. l.ovv down 
pavnunt 
w i l l 
h indlc. 
1'rlCi. 
Ss'i^O 
ALLEN REAL ESTATE 


P.ob Allen 4-2,31.! Ix"s ><mith 3-009." 


Multiple 
LMIIIK Member 
0 
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Ki<.f. 
with 
plas-' 


HOME & BUSINESS 


Fine '3 b-.'droom britk home. den. fire- 
place- 
K.IV 
fnrn.iu. attached 
uar.iNc 
and store room 20'\I.Y 
Ideal (or 
il.iirv store or market 
Cnrmr K.m- 
iJolph 
.11 -tl 
I'nic '13,000. 
7 
O. I'. H\NCKOKr CO. 
2-3700 
Slade 2-:)t>iil 
Hani-roll -1-270U 


Home plus income. "i">6o C. Benu'l- 
ful location no.ir Sunken Garden, 
well built two Morv ird hriek. one 
block to bus 
Owm-r, 3-931G. 
7 


C. S. QUICK 
3-6728 


nr.nx. 
1'rice 
$0 750 
Realtor 


'M'k'MRKK 
i 


Lots for Sale 
T7| 


Corner 
lot 
HI 
A. 
Fremont pavmu »\. ' 


viater paid. 5IK1-12 
Priced l^'iO h,v I 


owner Oli-27'U 
fj 


LOTS-ACREAOES 
Home & Farm Loans 
X 


MARK & PACE V/OODS 
i 


1216 Sharp Bldx 
2-6355 I 


ANNOUNCING!! 


ed 


NEAR NEW JR-SH HIGH 
On Scott 
Ave 
between So well 
& i 
Lake. 
2 tracts, each 121' front 
! 


See signs. 3-6728. 
5 I 


Southwest corner 63 i Hart'ev Lot , 
50x90. water, sewer, oavine. Make I 
olfer. 
3-072-'. 
" ! 


Duplex—2 bedrooms up or one bed- 
room 
down 
b'ni Place. G-521S. 8 


Here's a 
dandy 
semi-basemen* 
one 
bedroom 
efficiency 
S."J3 50 
'ncluu- 
mi! heat 
3320 A. 7-1515 
X 


Tuo 50"?150' 
lots 
on 
Idihviid 
Or 


0:4S17 
S 


2 Rood" buildinc lots at ''.S <t Smith 


southeast corner, .ill uiilitn.' 
About 


100x122. $1.200 plus p-nins. 
f' 


2-bl.")S TOMKK TiL EST 2920 Q 
4 lots near 0^:h & (Orchard. 
L. C. 


.Johns™, G-3MS or Hartktt & Co. 


Newly decorated 2 Bedrooms with liv. 


insroom, kitchen, closets & Private 
balh 
\Valkini: dist.inic. MO So 11. S 


Near 
capitol—Xevvlv 
decorated. 
2 
bedroom apt. orivjte entrance 
balh 


Utilities 
laundrv 
Emploved 
ndulus 
3-31 -IS. 
7 


50.-.142 modern lot. near school, shop- 
ping dist Ev owner, G-429Q vveekdav 
eves & Sun. 
-11 


Pleasant 
upper, front, 3 room apt, 


stove, utilities,. S3'j. 0-1.S79 
-11 


Semi-basement 
N'evvlv redecorated 
3 


large rooms Bath j-5107. 3-4!i21. 7 
Upper duplex- 
carpeted, bath 


LivinBroom. 
bedroom. 


N"o children 5-7175 
ii 


1 room with bath 
Adults only 6-2317 


16 


3 rooms, bath second floor. «a3 heat. 


close in 
3-')2S-i 
S 


4 large rooms, bath. Modern kitchen, 


biK yard, utilities paid. SG5. 
6(31(1 


Adams. G-7G7S> eves. 
-10 


4 rooms, bath, second floor. 
Utilities 


r.iid 213IJ R 
Inunirc 21 IS R 
-0 


5 rooms June 1. Adults. 
2-20b6. 6-0 pm 


No Pets 


-it) 


Apartments Furn & Unfurn. 
67 


138 No 14—Close in, attractive livmc- 
room,, dininnroom, bedroom, built-in 
kitchen & 
bath, stove, 
refrigerator. 
2-3077. 2-4515 Eves 
10 


-i .^o 
'1th 
Livms! room, kitcnen. 


bedroom, private batb 
2-6fa9o days 


B-27T 
eves 
Bartlett «• Co 


420 So 12—2 rooms, kitchenette, share 


balh. S3G-S40. 2-iObS. 
-10 


1127 
So 33—4 
room 
duplex- 
car- 
peted. sec lo appreciate -V72b6 
7 


v—Sole-Rent 


Huildinn Inr s.-le. 
list 
radio shop 
Journal-Star 


best locat,on 
Den- 


oculi.st 
Box •(!«8 


For 
rent—UmldinK. 
1GJO 
West 


b> month, terms 
2-2(46. 


Investment Property 
79 


ATTENTION INVESTORS! 


New stone duplex 2G35 No 61. ideal 
location. 2 
b'ocks 
to 
Northeast 


hiKh&chool. 
Available 
now 
Call 
Davs 6-2219 Eves 4-4253 & 6-2540. 


Real Estate Loans 
SORROW UP TO S1000 QUICKLY 
FOR 
A 
DOWN 
PAYMENT ON 
\ 
HOME OU TO BU\ 
K E \ L 
ESTATE 
FAST SERVICE—LOW 


MONTHLY 
PAYMENTS - COJ1E 
IN OR PHONE 
A 
Phone 5-3235 


POSTAL FINANCE CO. 


321 TRL'ST BLDG — 3RD FLOOR 
'S \V C'ORNER-IOTH & "O" STS ) 


Homes For Sale 
82 


Th.it we have uist listed a fine two 
Kdroom brick honu on South Cot- 
ncr . 
There is a Sun Koom that 
tan 
be 
usi.d 
as 
.1 third bedroom, 


den or l.tmiH room 
A beautiful 


and 
larve 'ct 
vvilh m.inv 
full-wrovvn 
trees atid shrubs 
The 
price 11 
kss than SlO.iiOO and possession mav 
he had earlv in .hint. 
C'jll E 
V 
Lav son 
2-.->'iifi or 5-2932 for 


an appointment to see. 
-5 


LOOM1S £ JOHNSON 
23y_SOUTII 1ST!I 
PHONE 5-2032 


APARTMENT BUILDING 


Just South of Court-House 
Kivv room home with 2 rooms car 
peted. modern kitchen, mis 'uirucc. 
fen ed b iek v ird tnr.ixe. -illt* Paved 
Ouick ro^M.svi(^t 
.EE A. OW 
2-«210 Off 
ML'LTH'LK I.J?TI_NH_ 


LAST" WORD IN 


• EFFICIENCY 


Comfort 
nnd 
economv. 
3 bedroom 


brick with 
dinette 
and 
recn-.ition 
room in basement. 
J14.500 
'ill'-' 


C'olonial Drive. 
-7 
N'ATE LARSON. REALTOR ri-bB24 


Lots for Spring 
: 


IIARIJVS 
CAI,VEHT 
1'LACE—' 
RESTRICTED 
' 
Drive out to southeast corner of 40 


A. 
C.ilvert 
\\> 
^tiil 
have 
.1 
f.-w 


"beiLUftil H)0-(2re; lot- left on 10 St 
(\ill 
UN 
tor 
partiLiil.irs 
\\'e 
v\ill 
show vou 'he plat and .spot the lot 
for vou 
5 
/ / I 


Homes For Sole 
__ 
82 


~ OPEN 6:30-9 "rONfGHT~ 


4200 C 


[.jrm 
IUM :? Kdrimm homo. x.traur 
att.iched. 
l<*N*i 
I J V I M K 
room 
\vith 


dinette 
Klantone 
i-niryw.o 
wnh 
shadow box wall. 
I'lriity of 
i-itiny 
splice 
in 
Kitchen 
W.ilk-otit 
men 
Shovvir imr 
Kithtiib 
lo[\ of tile and accordion t>nc 
tic shourr door. 
,' 
Put thi.s on your "must <te" 
list toclav. 
'BY BUILDER. OWNER 
OPEN HOUSE" 


7-9 pm 


4038 Dunn Ave. 


(South on 27 to Calvcrt, 3 
blocks west to Dunn Ave.) 


Homes For Sole 
82 


Sec National Homes 


4 Bedroom "CADET" 


* ONLY S475 DOWN 
* $39 20 A MONTH 


Call for appointment TODAY 


Don Shurtlcii & Co. 


1309 
L 
2-8047 
* 
* 
* 


Eves. & Sun. <-4088 or 3-4007 


SHERIDAN' SCHOOL 
This 1 bidrnnm humr with 2',- h i t h s i 
u !(\MU J 
in Col(ini,il \ ill IMC 
'I he 


Jaritc 
pkavint 
hun* room 
has 
a ! 


riKiil.ir uoiMhnrnnit ftn-nKtcc 
I 
room 
is 
hiMiitifnllv dccoMUd. 


ni*w nir^Jt m k't^ ht n h i\ ample 


t 


Homes For Sale 
82 


You'!! Say 


"This Is The Home 
We're Looking For" 


Three bedroom* with closets 
!ur cvirx use. ,1 womun'n de- 
sire for a kitchen, playroom 
in 
UK- basement with toilet 
and 
lavatory 
New exterior 


diMnn Located in M. Teresa 
and lUndulnh School district. 
, 


Built By 


W. F. STEELE CO. 


2-1070 
3-0174 


f . k . 


i l l for 
an 


, - ., ,r .,, ii,rrl, ,.. 
tuluMtc sho\vinu tod.iv" 
Kr nths 
:!-l->rii 


S300 


SI. 200 


down— VA 
down— FH ' 


Living is easy ir. a 


Kessler 


Studio 


Home 


3-8319 days 


.'-TIT:. 
,1-^7T 
....... _ __ -10 


OPEN HOUSE 
3310 
South 30th 


6:30-9 PM 


3 bedroom Colonial I1; bath* *"c»h 
ila.nr.it id 
Come, sec it. Quick PLIS- 


M.<-s:on 
,-j 
« ^ - , . , , ^ 
, , , 
, Talk to McGinni* or call 
1-J72?. 


:jK=?32 ' D i r k 
K i m h n l 
s V/EENEY REALTY 
VTXT<~ 
I 
L V l ^ i X 
INI 
I I ' U U I I I lath £ 7, 
2-lO<U 


Cute. ^ vcar old bungalow wiU) . 
!•"« Kitchen and full basement. Kasy 


. 
HARRINGTON 
CO'S. 


Realtors 
229 b 13th 


SOUTHEAST 


4 BEDROOM BRICK 


Tri-levcl 
C'arpcted Jivms and umins 
area 
Ftriplace. 
UK riishA ishcr. 
Holmes School. A beautiful 
familv 


T'PAUL KYSAR CO. 


2-3223 


2--!'il2 
-l-IOOS 
.Ml'l.TlPl F L" 
«-'JG50 
MEMMKH 


C Johnson 2-."4:n 
T! Krnhai: t-C'J is I). KimtMll -1-"W, 
il11 ytTjtux;. 
2^wc, 


~l".0\V [)(>\VN I'AY.VKNTS " 


1222 NeKon 
- 
Kxtra met- 10-room 
modern 
VurvmjT Hone 
1213 Hdrront 
A v e — r > rocnr; 
vvatcr 
& lirfiK 
fltih 
«H .-,0(1 


1^23 Xo 
01-— H.nement 
house, 
onlv 
.«301 down 


IP.'iR * 
1!>10 r;_T'.vo ."-room homes 
Can be bonirht riuht. N'ted re- 
pairs 


.".th & \\.lson—3 houses <t 0 lots, nil 
for oniv $:!.5(>0 


rith 
A 
Arlirrs—'\ room house. on1* 


51.POO. 
terms 
>C 


BKLMONT ni:.\L ESTATE 


Boulcvard. near the new [ 2-30H7 
?-~ \Ti 
.Vi;r,37 


"1'hla 7 
f.inn!> 
bin'clinj: is 
v\ell 
nnted. .md 
in 
KOOC; 
condifon 


Priced 
to 
m i V e 
vpu 
a 
«o\^.l 


TLti'rn on vour mnncv. Full de- 
Mi's it von w i l l call. 
Cuibertson, 
Roe & Bell, Inc. 


OLDEST FIR.M IN" THE CITY 
115 \o 11 
r;K \LTOrtS 
2--'7S! 


A al \Vei'er .5-2531 
H. (.Krrison r;-h"tit; 
Joe Kenlon 3-20 j'5 L T. Shirk .i-4 144 


Les Foinhi 
1-2191 
."> 


A REAL HOME 


On ShericLin 
Holv Famiiv School Four bedroom1*. | 
dun nir rooni. 
beautiful 
kitchtn. 
HIK 


Ininn room uith tiivplJt-c and Kurt 
MTetMi'jd porcn 
On an tucrs'/cd lol. 


th.it pro\idov pU* sp.ice for children. 
and room for gardens \\ith bc-uitiful 
treL'S 
HL-IV is .1 Imt'K 
home ^nh 


lots of room, jiood condition, Priced 
to sell quickly. Call us Toda\ 
for 


ihov-inK. 


PRICE REDUCED 
i 


Here's 
>our 
Chance 
for a bargain. 
Four bedrooms UP \\i\h 
full bath. 


One 
bedroom 
down, 
*•> 
bath 
in 
basement. Gas hv.it oak floors. This 
home is in \s.r> tinod condition- 
it 


has perm men*, 
roof 
and 
is ne«.h 


jnsulaled. Onh 
ST.."iOO. Let s see it 
'lodnv. 
A 


C. C. Kimbali Co. 


OPEN WED. 
6:30 
3 30 PM 


4500 V/ITHERBEE 


Duplex 2 bedrooms each side, se 
ate 
utiliticN. (niI bast-menu Can 


bought below the market. 


i. PAUL KYSAR CO. 


2-3223 


LOW PRICE HOME 


Excellent location near Hartley School 


—Jitracti\e 3 bt-tlroom home—nc-jtts 
some repair 
$3,f>00. 
."i 


LINDEEN COMPANY 
2-S077 
MULTIPLE 
LISTING 
Res 4-3(115 
MEMBER 


MUST BE SOLD 


N e a r 
Plvmouth 
Concrccationnl 
Church and Prescott School, one- 
half block to bus line—5 room hun- 
calovv. excellent condition, new cas 
furnace 
lull basement, double =3; 


ST"R REAL ESTATE co 2-531» 
Mrs \Vilson 3-5020 
-MULTIPLE LISTING MEMBER 


OUTSTANDING HOMES 
Just the «av 
rou want them 
We 


build to vour specifications 
-X 


CORNELL & SAMPSON 


5625 I. 
•MSjijJ 


PRESGOTT DIST. 


Just 2 blocks to Ptescott school. 
Clean full 5-room frame bungalow, 
extra 
eatmE space 
in 
k>tch(-n. 
floored attic Rusco windows. Ca- 
rase. Priced for quick sale. Call , 
for 
appointment. 
.5 i 
JOHN M. MILES 3-4093 
IVAN BUTLER 6-1766 
j 


John M. Miles Co. 
i 


MULTIPLE LISTING MEMBER 
: 


2-2359 
418 fed. Sec. 
2-8329 i 


SUBURBAN 
! 


PARADISE 
j 


NEW 3 BEDROOM FRAME j 


AT 1729 NO. 59 
i 


TO BE FINISHED SOON 
1 
Large rooms, closets salore and a ' 
beautiful kitchen vou'll realh love : 
This is n no-basement house with 
oak floors and inlaid linoleum in 
Kitchen 
and 
bath with aenetoits ; 
storage 
in.side 
and 
outsiile 
the 
house 
It will have Olondid wood- I 
work, slao doors ,ind a finish vou'd i 
e.\uect onlv 
m expensive home": I 
Onlv one 
left in our 
No. 59 St I 
area 
which will be oaved soon ! 
Pavin? and all co-;ts included in 
the once of S9950. Low down oav- 
ment to anvone ',vith qualified in- 
come. Call for information about 
tm^; and other fine home values 
that will oe available soon. 
X 


Witt&Juckette 


CONSTRUCTION COMPANY 
Off 6-2347 
633 No 6G 
Eve 
&. Sun 
4-52311, 4-fi9()3 
Member of Nat'l Home Builders 


J bedroom home in established com- 


munity 
All modern. Connected *a- 


raBe. Lartie patio with rocf. Separate 
entrance to basement utility apart- 
meat. 
Adequate storage. 
Walkinie 
diitancc to Sheridan. Irvins, Soutb 
High, and Leon's Market. Built in 
ISIS. Owner leaving Lincoln. 
Call 
your 
favorite 
realtor to see this 
home 
7 


2 BEDROOM BRICK 


25-15 Po 40—Attached earaBC. manv 


fine features, for as little as 11.230 
UOVMI 
JujLph 
Hampton. 
Builder. 


4'"'3 BEDROOM 


Owner built in 1940. Ax Collem:. 
now transferred, lour opportunity to 
own the roof over vour head. 510.SOO 
loan available. Central hall. 21 foot 
livins room, 
regular dminz 
room. 
Breakfast space in kitchen. 
'_• bath 
down. 
Finiibed 
basement and 
at- 
tached earase. Other fine features. 
(•»M.o Chtf 
Anderson 
6-4092 
or 


HARRINGTON 
CO'S. 


Realtors 
220 So 13th 
-." 


3 rooms, modern 
I'm 
S2.200 


G roons. carafe 
Lni. 
Will 
. 
tr.->de 
. 
56.750 
i39'l So 20—-Basement house. 
1 
.5 bedroom 
J2.650 
:. 
HARTMAN. 6-5218 
-8 


3134 VINE 


3 bedroom, 2 story. By owner, 
transferred 
Must sell. 


3 bedroom home, 
clove 
shoppinc distnct 


Beta*S 


nevvlv decorated In- 
side & out clove to school, church & 
Good terms 6-7620. 


SWEENEY'S 


It's time to hiiv vour home now. 
Chance Of A Lifetime 


__ 
5 room furnished house. 1 story, base- 


ment. 
iras 
heat, 
garage. 
Recently 


redecorated. Broker. 3-51S1 
5 


.1. Seward ;-.';il> 
)L 1','ue 4-2Sfid f 
B. Schenck 4-Ofi--] 


H. Obbink 2-2i)3« 
1) Kimhall 4-«r>27 
^harp I31dc 2-7575 


1210 
K—2 rooms, kitchenette, share 
bath, S36 Caretaker. 1206 K. 2-4088. 


1731! M—2 rooms, share bath. 2nd 
floor S3j. 5-4490. 
-10 


1221 
Xo 
46—Lower 
duple*. 


unfurnished. $')5 mrnibhetl 'Ji 
T\ 
antenna. Utilities paid 
n-. 


25 & ORCHARD 


One storv. arranged as 4 rooms for 
owner plus small apt. 
5 


C. S. QUICK 
3-6728 


27 & F 
Clean 5 room home, full Abasement. 


L^hinct 
EJb 
htat. 
c.irdi:c 
* i .900 


\Vitt 3-7160., McMaster |5-«576. 
-5 


1809 P—CLINTON APTS 


LarKe 
livineroom, 
kitchenette. 
ad- 
loining balh 
Adults 
S40 
Larpe iivmgroom. bedroom. 
>c>tcnen- 
ette 
omau. 
bath 
Adults. 
355. 
TV ANTENNA 
fi 


1330 E — Economical, very clean, 
private bath 
& entrance, antenna. 
Adults. 
-S 


2005 So 26—Entire second floor. 3 
rooms, bath, utilities furnished, no 
smokine drinkina *<5o 3-2514 after 
" nm. 
S 


2011 So 15—One bedroom apt. adults. 
S60 plus utilities. 6-3505. 
10 


2115 O—Two room new. private- apt. 
r*i«.-~ ;« 
o_fi^on 
<j_TTna 
11 
— 
. 
Close in. 2-3535. 3-7709. 
. 
H 


2122 
0—2 rooms, redecorated, utili- 
ties 
paid, 
laundry 
privileges S30. 


4-r»380. 
7 


2282 Y—Nicely furnished livins room, 
bedroom, kitchenette, amole clos- 
ets. Adults 
5-6342 
-6 


2337 T—2 rooms emploved ladv or 
couple, share bath 
.~-50fi7 
6 


234S O—1 rooms, bath, in-a-door bed 
Clean & roomy lots of closets ^team 
heat 
2-571S 
£ 


2444 p—Attractive 2 jooms. private 
batli. upper front. 2-ljS7. after 5:30 
pm. Available now, 
8 


2910 O—Modern kitchen 
Combina- 
tion livinc. bedroom. Utilities, laun- 
dry 
Shared bath 
N"o rhildren. 
pets. Bus line. 3-4S75. 
S 


3525 O—Livinproom. bedroom, kitch- 
enette, bath, utilities, laundry privi-. 
leges, garaxe. adult 
1* 
11 


APIS—3 rooms & bath, one & 3 
room basement apts & bath, ^40 to 
S42.50. no children. 2-11R2. 2-3412 


I.^IS O—3 room jpt 
J3S 
Utilitn- 


pjid. Shown evfinnKV 
fi 


carpet, d 
lints 
OD- i 


5 I 


ItM."' 'E—2-.' rooms 
new. 


Ivefncerator 
stove 
Furnisl 
tional. 


156 WEST E 


Owner savs sell, take a look. 
A 


SlO.fltin 
house 
for 
S8.000. 
Easy 
terms. 
6 


C. S. OUICK 
3-G728 


Beauty of Sheridan 


A lo\ei> 2 >c3t old brick lAith three 
extra I.iryc bcdroomt,—one down and 
iv.o 
up 
Spacious 
L-shaped 
li\ inp 


room, and the kitehc'n is \crv sunny 
<tnd 
JarKc. Full bath up 
and half 


Kith 
do\\n. 
Full 
basement, 2-s;alI 


Karate. 
L:tr«e lot 
Priced lo sell, 


with or without carp-jtinc. 
7 


Commonwealth Co. 


125 Xo 31 
J-27!G 


C. W. Hiatt. Realtor 4-6302 
jil l.TII'Li: 
t-.ISl.Vt: 
M I I M l t E R . 


1 
floor 


& carace. 


-5 


Bv 
owner—3 
bedrooms 


Southeast 
New 
furnace 


2-4!) 12 


2444 P—Attractive 2 rooms, private 


bath upper.front. S35. May I. em 
ploved 
couple 
oreterred 
2-1. ib7 
atlcr ."i nm. 
-10 


801 Sc .in 
Rv 
^vvner 
2 Searoom 
frame 
Separate dmineroom, St 
Teresa & Randolph district 3-540?7 


2619 
N"o no— 4 rooms; .">740 Baldwin 
—3 desirable, reasonable. 
7-21R4. S 


2737 
P—Clean 
2 rooms, 
upstairs. 


Kitchenette. 
Private 
entrance. Rea- 
sonable. 5-9736. 
-7 


3130 Madison—3 rooms Private bath 


& entrance 
C-1242 6-G7S7. 
S 


Basement apt. Bill"; paid. Adults. S4.1. 
N'ear 13 & Sumner. 
3-U20 
IP 


Lower duplex. .'! rooms, bath. Stove, 
refrigerator, 
double sink. C-2230 


11 


1G35 Burr—3 bedroom frame 
Full 
basement with recreation, attached 
aaraae- sas. 
Immediate posses- 
sion. 3-7952. 
' 
5 


Qy 
o-Ant-r — Incorpr proDertv 
in cood 


neighborhood, attractive duplex with 
larKe rooms 
newlv rcdecoratfd 
One 


bedroom and dtn ocr unit, drive bv 
I60l Pawnee Call 3-!9»2 for further 
infnrmplioi- 
16 


1900 So 17 


Corner, short lot. 5 room one story, 
basement, gas heat. Ideal for den- 
tisl. doctor home or rental. 
5 


C. S. QUICK 
3-6728 


1940 
SO. 45 


BUILD NOW 


Citv or rural—Your plan or ours 
For The Best of Construction 
Workmanship & Prices 
WEISE-N.MILLER 
BROS. 
3-1328 
Contractors 
_8 


Beautiful 3-bedroom stone. 2 baths, 
southeast 
Ideal 
location. 
Priced 
to sell. 
4-GlflS. 
10 


MAY SPECIAL 


THREE BEDROOMS 


This is nn rmniandinE home \aluc- for 


oniy S «.200 Sn Ijrue rooms, all on } 
one* door 
consistins of ;i bedroom*;. 


liMnu-dinme 
room 
roorn% 
kitchen- 
basement, 
nov. 
CTS 
turn.icc 
Niti, 


^ard. no*- carasc 
Located ne »r J^th , 


"GALE W. SMITH 1 
Realtoi 
221 ^o 2- 
Pho-n- 2-fi->-6 
MULTIPLE LISTING MEMBER 


PRESCOTT-4 BEDROOMS 
1 


Fine home for larpc famil^ 
Near 


school. One of the sood old spacious 
homes 
^ i 


C. S. QUICK 3-6728 
j 


Public or Parochial 
I 


Here k 
a 
three bedroom 
"Familv • 
r \ p e ' home that 
i\ convenient to! 
ble^ed ^.i^rament 
Procott and 


Irvini; •icnr-oU 
The 
price 
i ^ ' 
ncht 
\n FHA mortKace in the 1 


amount of 510.0(10 is available to a I 
qualified pur<-h.isir 
C.ill E 
V 


L.-.vvson 2-,!:il!i or j-2932 
for 
appointment to see. 


A real buv 
awaits the 
purchase 
of i 


this near 
new 
stone rantho. car- I 
reted livmc ,t JminK rooins. 2 mod ' 
sir.e bedrooms, tmished '> n^om base- ' 
ment. I1., b.uhs. 2 fire plates. Jt- 
taehed carate 
Onlv A20.000. 
KOCX! ! Near 22 ,t P 
Iinance. 
' 
- 
- 


Ca'l ,i-<1655 and Kocen, will show- jt 
to >ou. 


S7500 HOUSE FOR S5750 


Paid oaved corner, wonderful yard, 
5 rooms and bath first floor with 
second floor bedroom. Full base- 
ment, gas., new garage. 
lOO'"- 
clean, nothing to repair 
5 
C. S. QUICK 
3-6728 


an 
i • 


I 


Ml TY NICE 


2 >r. old home, near X'rd and St. 


Paul. Ne:it (^ clean and 
in excel- 


lent 
condition. 2 bedrooms. E.itmc 


space 
in 
kitchen 
Utility 
room 


Larye 
yaraxe 
An 
excellent Aalue 


7.2K">. Terms. Call todav 
o 


& McCOID 


U-()l>77 


LOOMIS & JOHNSON 
23P_SOUTH 13TH 
PHOXF. 5-2912 


. 


MAR 11 


r,22 First Nafl Bank 
6- !S1 1 
2-S22!) 
%-jfl!' 
.MULTIPLE LISTING .MEMBER 
Modem 7 rooms, uas heat, south Lin- 
coln 
S4..00U 
'J-H2S3 
S 


RANDOLPH DISTRICT 
i 


Comfortable 3 year new 3 bedroom - 
fmme 
1 l- bith.s davhuht h>scmeT! 


full size sodded lot 
Quiet street fr" 
children 
Owner 
leaving 
town 
and 
must sell 
~-B(in7 
7 


"S S? SPECIALS 
~ 


1—An etccpiionaliv clean 
3-»e.ir-nlil 


7 . ^'•'ft".0oMTi 
frarnc. nt Tr 
12 
<s-- ^ 


<M\I.~>(V basement. T.ennox «a 
nacc. flnor arain. oak 
floor, 
donrs. TV antenna and many 
extras. 


ONLY ONE LEFT 


Storv & '_> home 
carpeted Mvme & 
dmins rooris. 2 bedrooms 
down. 2 
. ur. 1'- b.uhs. brsi-runt rec 
room"1 


attached 
rarat-e 
Just south .if K'm- • 


ballerest 
and 
onl> 
MR.'O'l 
Call 
Burnett 
:;-^--01 
and 
let's 
look 
it ' 
over 
i 


REAL LIVING HERE 
| 


nglish tvpc brick. 2 bedrooms ur. 
I down, livins room win fireplace. 
1'j 
baths, home 
lullv 
air c^rdi- 
Honed. 2 car carane. SO x ;;Q(V nf 
t-round with 
full 
vrovvp trees 
You 


will lou' this home. Elmer's show- 
inis u todav 
Call 5-fis.'j-j 


S5000 
4 nice rooms & bith 


.3 finished rooms up Eco- 
nomi-.'.i Iivmi:. 
5 


C. S. QUICK 3-6728 


V.'ALKING DISTANCE 


To l.ith 
,V O ^t. 7 rnom home, 
ranued 
foi 
income 
New 
nas 
nace. sonic 
iiirn'ture 
included 
onlv 
S! 0.500 
?un 
Torts^he 


show it to >ou call 2-;;G3!. 


fur- 
nrd 


. *ur- j 
birch 
other j 


A pood 4 year old brick that must tit i 


.sold—-but quick. 
2 
bedrooms. 
sr»c- t 
cials paid 
X j 


2-71.-0 
I;OR 
T 
KV \NS 
4-2MS 


ACREAGE 


NEW STONE DUPLEX 


E-acb apt 
has bedroom 
down 
with 
12xlS bedroom up. each rents at 
SS5. vvith itove & rcfriwerator 
N'ear 
As Collesc. 
Terms may be had. 
Let's talk 
5 
C. S. QUICK 


. 


I 2—In Sheridan School r-rea We hav 


Ncwlv decorated 
4 
rooms, showe* 


busline, second floor. S50. Plus util- 
ities :*-41«3. da>s- :$-.">72- eves 
> 


Larce 3 or 
•} rooms 
nn\?tc batn. 
convenient downtown location, rect nt- 
Iv rrinodclccj auto !nundr> facihties- 
vcrv nice "You'll not be di*=^nDoint- 
^d." Imamrc Ant 
4 
1142 O. 
^> 


PIEDMONT GARDENS 


Efficiency 
available now 
TV 
faciti- 
lus 2-S271 cics and Sun. 4-r>Qll 
n 


2 rooms, private bath, utilities "aid. 


adults ft"i. ^•?""-_-r>"T:'dr! 
-11 


402.S Garfield—Attractive drv 2 room 
basement 
ant. 
\tovc- 
refriccrator. 


gtitomatic 
washer 
utilities 
adults. 
4-U1S4 
30 


Attractive. 
Iivinvrroorn. 
b e d r o o m , j 


Kitchen bath, close in. mrl.s °-2612. 
11 


c* 
i^rf-aOf: 
63 


CALL CHETS TRAVPKER. 2-:ii.-)i 


Capitol area —jN'ice. 1 room. \Voman 
i men 
Local'AC lone distance 4-l.ii.". 


Xicc 2200 E Street 
Cice seven room home, in tip too re- 
pair 
The livinR room & hall wav.s 


arc nicely carpeted. Familv sue din 
inc room 
H-mn. 
L'fcerf'f 
kitcht.p. 


plentv 
of eatinc space Three Iircc I 


si7e bedroom> & bath UD also sleep- j 
ins porch, full basement, vard is full I 
of 
beautiful 
flowers & 
fruit trees ' 
Call. Cai. 
shi vv 
an^ 
time 
nnced 


•ander 


GALE W. SMITH 


2-62.-.G 
221 So 29 
Realtor 
MULTIPLE LISTING MEMBER 


Vott will njrrcc this larcc 5 bedroom 
home is tru!;. an excellent place to 
live with ili manv fine flowers and 
trees 
Has triple vsrjcc with ovt_r- 


hea<l doors 
\\'c invite vou to see 


thi> 
truly 
outstand.nc 
home 
and 
acreage 
We 
^u.irartce 
vou'li not 


be di"-iprT'ntcd 
=!J."dO 
X 


KRE?.IER 
REAL ESTATE 


Off 
4-2(561'. 
Eves 
J-JOOD 


Multiple Listing Member 


Bv 
owner -2 
oedroom 
Hrovvnbiit 
stone 
LarKe 
sarajre. 
fenced 
back 


>ard 
Close 10 Randolph School & 


buslines. 
3S53 D 
4-3HOO. 
-24 


I'rcfer Nccro counies. Call 2'6:i7.rQ . Houses for Rent 
69. 


•Efficcncv apt. Private bath. 301 So. • 'AS "r iN-ST i 
n' " 
_lS_>VlloTOigne Apt; 2-2."62. 
10 . q^."-r. 41.. So_l_. 


M — .'> romi. b.ith- cas hrst. <.ce 


nLr. 41^ So 1. _ 
-10 


! Front cfficicno apt. ncwrlv decorated. , 
I ?45 1-2 adults. 2-S2S4. 
S 


| June. 
Tuly. 
^UB. larsc 
well 
f-jrn- 


ishcd. exceptional. 
on 
bus 
line. 


3-5S34 
7 


1122 Sumner—Larec win beds, closet. 
_ncar bath. Gentleman. 3-SS32. 
8 


1127 
E—Larse 
comfortable 
room. 


near balh. close in. Gentlemen. 
6 


3134 Plum — NiceK furnished, larec 
clos-.t. gentleman, clean habits. 
-11 


122."' So 21—Ijircc. cround 
floor. 
kitchen priv ilcgc?_or_board. 7-iar«. 10 


32.'ti 
-I—Nice 
clean, larcc 
room. 


Near hath »iislinc. ~-l-V>l. . 
11 


i::0j 
H—Larce. 
™cc cjojcw. 
well 


fnnished. close to bath. 7-Hlfi 


Ladv. cfficiencv. southeast room. 
share Dath. bus, utilities. 7-232a. 20 
Man & wife to serve as host-hostess 


for apt buildiPE in cTChnnRc for rent. 
ApDl> in own ha^dwritinc. statinc asc. 
rrescnT employment siattrc. cua.ifica- 
tions. Box 474 Journal-Star. 
-7 


_ 
__ 


Farm home. 
•"> 
minute 
dri^c 
from , 
Lincoln. 
Pined Hi-\Vay. $30 rcr i 


mo. 
1G2G N. 
X ' 


2215 
SO 49 


Year old white frame. 12x14 kitchen. 
2 laree bedrooms, bic livinc. total 
888 sg ft. Full basement. FHA ap- 
nrai'sed. S9250 loan. 
7.->' frontaci. 
saraae. Let's look. 
."> 
_C._S. QUICK 
3-672S 


lot. 'ij:nis 
\xa"cr. P.T*. Siro-cr in al- 


lc>. ?2.aOO. G-714-J. 
8 


2327 SO. 33RD 


Fiv room bungalow, nice location 
!-» 
acre of ground, all modern—auh ca- 
racc. 


BY OWNER 
2H33 No 41—New 2 ocdroom home. 
Manv extras Will denl for trailer. 
Assume FHA loan. 6-7657. 
2S 


BUILD A NEW HOME!! 


We offer a complete service including 
plans, buildmp sitcs^ cit> 
or rursi 


financirip 
Personal 
attention. 
Free 


cstimaic ( all for information 
X 
BARTI.ETT & CO 
2-eerU 
Eves 


4-43.15 
Opcr Thurs Fvc' 


NEWCOMER? 


We'd like to help you buv or rent 
a house or npt—and sive vou our 
new city map. Call 2-1201 or Mop 
on 2nd floor of the Trust Buildins 
—10th & O Sts. 
A 


The First Trust Co. 


some 2-15-4 bedroom frame & stone 
homes, at ntht prices 
I 


3—ij.~>:}3 Haveloek 
A uood home & 


income tor 
onlv 
sfi..~iOO. 
."> room & 


bath do\vn. 'i room & bath up 
On I 


bit,1-, near school & shonoinc 
! 
4—120!i Oarber. 
\ clear home with ' 


new siding, pltimbinc. Ru>co storm ) 


windows, -t lots, parade. 


14. 


2 
ACREAGES 


NC 3 bedroom home. 0 lots out bmid- 
incs. S.-|.7."jO 
i 


5E o lots. 3 bedroom home, out build- • 
incs jr..000 


Call Art Brnun 6-4031 
| 


UNI PLACE INCOME 
' 


Propeny. c-ldcr stone home 3 apart- 
nienta. possible income Slfin mnmh. 
i ours tor onlv sio.flOO 
To see 't 
call Stan Fortjche 2-3034 
'' 


$3200 -DOWN 


AND -- 


Jll 20 per nonth buys ,t ivhite frame 
Colonial Home in level-" Ac Colleee 
on IJlMv;ld Drive Built in 1950 bv 
the present owners, o bedrooms, I '- 
bnths. 
rc,!•'„,»!:cn 
r )om. 
attached 
sraraso. 50x150 lot dotted with trees 
and -.hrubbery. S14.000 Frank Har- 
rington at 2-6621 or 4-4S7S. 
6 


HARRINGTON 
CO'S 


REALTORS 


; 
229 S. 13th 


Sl.OOO DOWN 


An S85 ocr mo. 3Vj bedroom?, real 
| dinins room, cas heat. 2 stall sa- 
race. 2 lots. 5745 Franklin- near 
Holmes School. Denver owner sav<= 
"Sell " 
5 


V C. S. QUICK 
3-6728 


6 rooms. CD* hent. cnrace. Hjttle»- 
^i.-rcd 
V'e.irt 
Iiivtrict 
Full base- 
ment, good condition Owner. ^-5553.in 


3-6728J .door,,.v.c«,nd.n,V:".i"-lotV.~«raKe/"'i 
RENT ROOMS 


I o—r.GOO So !•!. A Rood 2 bedroom i ,-, 
. 
_ . , 


I 
home 
with 
2 
nice 
lots. 
On 
bus. I nf convert to arts .-, bedrooms, larse 
1 
onlv 
?~. "v(>n 
ucn. pliiv 4 other I irirc roorn\. struc- 


Van Dorn. 2 bedroom! W« W"&^&$K ..'^IS 


Call Art Iirjun tJ-ML.! 


homir 
with 
onl\ 
?~i."rt>0 


6—N'onr *i A 


\^ith cMra nice kilt.ben 
uar.ive. c.ih : 


^heat Vcn clean. Sti.OOO 
' 


7—Don't mis> ihis rn.\\ dimlct wiih , 


men!. Near C>^ .t i'tntth 
Pick *our 


decorations. 
FIl.\ 
financed. 
Real | 


Other wood homt'« 
from 
some cm 
be hirJ.'od 
xv 
fl.500 donn and *'J"> to 


NEED 3 BEDROOMS? 
Will sell or trade my well built 3 
bedroom brick bungalow at 284S 
S*i 
J" for 
n smaller notice Cai! 
owner. 3-6589 or 2-8366. 
6 


Near Goodvear— 2 bedroom bnck. 
GI appraised _ Vcach. 3-3147 _ 8 


E» 


_ 


NORTHEAST 
o^r new 2 bedroon. i 
rouble :'.rd. J'JSoO. 
r \VELK \ 


NO STEPS 


bedroom 
frs 


he.-1. 


K-.ilitlfill 
brw 
b 


ouncr— 2 bedroom 
^oncnt 
t^trci .r; 7-. home, 
full 


" 
" 


1\ \V 
JOHN 


One bedroom & nuner>. 2 blocks 10 


.Merle I3eauy school. 3-21»2.*». 
*J 


NC~A 
2 bcdrocm 
ranch 
st^Ic 
bricK 
duplex 
Randolph district. Separate 


basemcni &• En.racc J^arnc back >arcl. 
clo^c lo 
i=choo! & shorrini: cenicr 
Available Ma\ 15 $!>0 
4--?r;i :. -S 


j ^4 ^ 
lv—Sm'c roonru 
no kilchcn. 


l-ath. rrofc3-*-ional i>crson: lad>"s bcd- 
j-ooni 
? 


ir,no 
}' 
C--9369—1334 
O—2-51 «*?: 


Sit CZIKIE roomv- lic!« 
nousckcccj-iP 


ro^tiT-A. i^cfriccraiioq. 
20 


Modern 3 rooms, furnished, a nice art : 


for nice couple. a*ailahlc MS> 10. 
Havclock 
Call Mr. Shirrs. 6-TS^ 


*>."» ;r» Hnllard Aic. 


Nice 2 bctlroom all modern 
hor«-c 
nnh 
Mr.iKC. 
2-H-l 
So 
2G 
ST',. 
2-172S. 3-24SR. 
II 


3 
bedroom 
second 
floor 
J67..">0. 
Utilities 
raid. 
. 
10 


Nicciv furnished 3 rooms, private cn- 
iranrrc. bath. TV availai-lc. 4-2MJ2. 
-S 


Nice Inrcc 3 room art. private bath. 


S-'HOn 
2R".""> Randolph 
S 


3^]^ So Cl—Sin<;« 
home I-arcc closets 


Private 
3-2-5 *J 


One room, kitchenette. Walkinc di1.- 


iarcc.- -\dults. Utilities. .V6.5-10. EVV-- 
nincs 
__ 
_ 
_ __ 30 


One room, utilities onid. urivatc en- 
trance Kcasonabic. Ladv or ccntio- 
man. 5-5214. _ _ 
-5 


Kcdecoratcd cSficicno- Pice, private 
Ki:h 
Apt. Bide. 2S3j Kandoiph 


, 


1 Houses for Rent Furnished 
70 ' 


33 «t Clcve'and— Cornp:ciel> furnished. • 


i 2-v"-ti'Oom 
rio*TT' 
ava:I.iblc 
"»-Jl?l 
I 
________ 
______ 
____!!] 


3278 
Hoidrccc— Furnished 
6-room 
house. Gnraxe. Sl<n. 6-5620. 
-7 


Furrishrd .". K-droom home- o-e fl^T 
plnr: 
Jiandflrh 
!>I-.T- 
2:i;.\L r>T.\rn. .;-;j::i5. 


Marti & McCoid 
2-6577 i 


G'J2 Firw Nafl Bank 
5 ! 
MfLTU'LE LISTING MEMBER i 


2414 SO 34 
I 


2 
bedroom 
buncaloa*. kitchen 
with j 
eatinc space, 
knottv pinc 
tini'-ht.d 


bavrrncnl. larsc lot- caracc 
4-073 > j 


2»»0o So 53—AiTidcal older larcc Jam- ' 
m home. 3 bedroom**. -? clovris. nvw ' 
kjlchrn 
c«Pbo;ird5. 
Arrencan 
virk. 


nictl> dct-orj'td. 
full basement- 
"»0 


K.T! 
w.jtcr 
hi.2Ttr- 7.y 
lol- caracc. 


1:0^20 jnimal ^hclicr. Kcdutcd. E\t^ 
_OWTUT_-^J ^^C. 
A 


29T5~SO744fH 


Thi^ hpr-.c ha^ lone livmc room, larcc 


k.:c^u> 
vv-:- ta::nc vrjcc 
'2 Nd- 


ro,-m^ .t h.;h (uli bucmint. recu^r 


Ne.ir new 3 bedroom. larcc livins 
room, larse kitchen, full basement. 
.-M-. 
E.ixt 
SI2.250. 
Sl'iOO 
down. 
S7:i .'.(I nr r=o. Ctll 2-3345. 
7 


CHAM3ERS-DO3SON 


. . 


MII.KH. :'.-iO:i" 
6 


John M. Miles Co. ; 
Mn.TIl'LK 
' 


S—^ce our new homes from 
SO 450 


up. Ai little ai 51.100 down 
South- i 


ea^t 
-6 ' 


State Securities Co 2-6396 , 


Cjrcl or H.-I/L-! btith. 1>-.TJ77 
! 


F'rid_Sasei>>._:Mi_5_73 
' 


SACRED HEART AND 
HARTLEY SCHOOLS 


-'- 
ivcdrofm with a tood b.ivrncnt 


tv floor or:n« 
Full lot Karate 'In:1; ' 


'.-4 a Kood one in tip-top vh.ipc ^ricvd 
j; JT.-iOn 
7 I 


I. PAUL KYSAR CO. 
' 


(,--•(.".0 


SWEENEY'S 


1 <>0(i- • 
Ttonth ' 


5 ', 


u room, modern, pas. Cametcti Uvine 
room. 
tsreplacc, 
garase. 
South. 
^-S750 _ 
15 


S1300 DOWN FOR GI 


Here's a dand,v bnclc near 49 & 
A. 
Beautiful kitchen with eaticsj 
soace, 2 nice bedrooms and livins 
roo.-n. finished room in the base- 
ment. lovely vard. Call for details. 


AG COLLEGE" S9500 


This home has larse living room 
with fireplace, 2 lovely bedrooms, 
kitchen 
with 
built-in cupboards. 
full basement. 75' front lot. You'll 
like this. 
X 


IOHNSON-SCHAFER 


7-1515 
4-65S1 
6-2743 


& I. 
Realtors 
1.1th 
Wonted 
83 


TRADE? 


_ 


A 2-3 bedroom house or aexease, 
College View area. Lee Chambers. 
4-2128 or 4-1627. 
3 


LISTINT, 
t\ii. See. 


NORTH 32 Sl-pi . 


CHAMBERS-DO3SON 


Call 2-3345 


TR\r>F:> 
AKKANGKD—WTut 
do 


vou havt"* What would you like? \Vc 
h.r.c *.(.-.<^rnl we would be Kiad to t.-,lk 
to voi: about. 
1O 
r.ojch :?-:,:^o 
Jo ;-iC7:» 


Manrnio --! >'-~ 
Kdith Bi 11 
'.-•> =7!' 


Colored Family 


''"ill »t :lar-:«?r! Paved <trcct full lot 


G22 


to Rent 


31;-,-, j.-—Larsc. comfrrJaKc 
'«*>•««. 


l.iT^-t closris 
A^-ailable no». 
-10 
h.nv.-mrnt apt. 
' 
375.-. M — J-ant- rom: clpv: in. -J EIT;^. , ___—•-_-__-_-- -^~ 
^»rncd covrrle. .>-... ^ 
_J; 
SHlJBlLhrJ: S 


37^0 


3721 
M—PIcaanS. clca^- carreti. in- 
home 
rritilercs. 


jp'; r—X=ce clean roon». scnt'c^'m 


T^ricTrcd 7-1779 
-± 


T7:i Xr-Tm-il—rrivjic entrance 
3rn.n- 
la;cd. Near 5~j<.. «tr. 1-2 rcn53c—(7. 


2'1"."". Nfi -se—5"n 
Nitc TI 
^-l^|. nn.iif «—iT^^i- 
flos 
~ 


.'—122."< 
K—an 
cf- 


ore S>rdror^i avail.^b^ TT""* 
J-SJ7] 


, <ia»^ r-CKr S'jr.<. 3rd »r* 


KKGENT—JP26 
D-Onr 
hcdrop^ 
an! cifiumo 
art 
avjjlaj-i<- 
rrw 
| :-=;71 da»v ;-r545" Ssr.« ?rd c-f. 
C<>:JN13rsKK3:—ir.17 U-i 
brd- 


I rr>r~i ?nd cIJ3*-3ricv 
AV.->^;» rtw 


' 2-*-271 d.n*. 2-5"i2] Su-;*. r—it3 rir* 


!-,"--<•, so So 12 —T;?Tsr c{- 


•\:r Force .-(f-ccr-. J.ITII: 
J fr 3 Nd-<----r r-J-i: 
or hone. 6v Jj-c :. » 


I _ M . T-TM.!>.-- K.n 


. hcx3roo~i arl .Tirri ". 


71 


r^ch i'irvn. 


\ r 
• • 
•> 
/ > 
• • 7 * 
>icx^c:a 
/.-oo// 


irtt Nai'I Bank 
- 
r> 


LI ST_I NG_jl_i:.MUER . 


. 


>.:=-!: c. .\!=Ccid 
2-5577 


622 F'irsi Nin Bank 
5 


MULTli'LK LlSilN': MKMBKn 


Colonial Viilasr .11 U 
%"avi:r»wcT — 


>rM*io':v " 
bcdfcx>m 
>r-c^ 
\ crv 


i.irrct livinc to-~ 
Larcc kitcticn — 


Near 
lianlo 
2nd 
Sacred 
Iteart ' 
Schools 
2 
f.imilv home. 
."> rooms ! 
2 1-cdroom apt down. :! room and' 
bath apt UP. private entrance. Part ' 
r-ascmcnt. pas fumatc. 
KaraKe. See ' 
this it -vour price is "around 5^000." 


1 
CUKGERMAK 
CO. 


l.-.'iO i-p 17 
Kealtors 
Off :t-42-"'5 . 
Home rhoncs 2-5011 2-3i!'0 7-247-f 


NORTH EAST 


!*t.n:tif::1 2 K-droorn i^nck Buncjloiv 
w.'h d:vidtd hastmenl. .-ttachcd ta- | 
r.:i-e. ::i.l 
vonv r 
"ot 
SreCiaN r-d 
> 
S1I.7OO. onlv «2"'fc dean *. 'tV 
1" i«i , 


, -rcr »•• or 
.v.i: C 1. 
7 i 
o. r. n\Nci:<>rr 
2-:cA.i , 
Si.'dc 2-."'-';J 
R iicToit 
--J7IK; 


.Mi'LTil-LK I.lSTlXt. MKVHKiy 
NORTHEAST", 


SARATOGA 


2 story frame. lame 3 bedroom, full 
bjM..itcnt. rcKular KZ^. 45 isal auio- 
matic hot water: naniRC. Price SSl.'iU. 


IVAN Bl'TLER. R-17rt6 
JOHN MILES. o-409.i 
6 


John M. Miles Co. 
MULTIPLE LISTLNT, MEMBER 


2-2-"i5!> 
41^ Fed. Sic. 
2^::.2^ 


STRAUSS 
SPECIALS 


NORTH COINER 
droom Irarrc cni-v 
\~> >C.T« 


. 
ho* 
•aatt.r 
hi 1*1 r 
** c 


<Is 
Nice K-rV ^,^7tl 
G.ira 


$3.400 


Vccd 4 bt-drofins? ^hcridnn district. 


Stone Care Tc-d 
1'_• hjths. recular 


dining room, recreation room, double 
pracc 
Clilf 
\ndcr;on 
G-IO^ or 


HARRINGTON 
CO'S 


REALTORS 


2^n_ s 
i :th 


TV/O BEDROOM FRAME 


cood C.IM location 
Ore >i.ir 
location 
-I-L! . :t. o 


A customer wants house or duplex 


, near I7tii S: South. Lee Chambers. 
4-2128. _ 
__ _ 
11 


A desire to buv or sell call 
STATE REALTY CO. 
2-4073 
X 
Multiple Listing. ..Member 1844P. 


CALL 2-6577 


For s Quick. Sale of Vour Property 


MARTI & McCOID 


__ 
b_"P_Fi~t Xan Banfc Bldg 
A 


CASH FOR YOUR EQCTTY 


or w:3! veil vcur house. 


rrn:>e'T* 


'rhis 
To 
home i 
\cicran'. 
" 


SI. 200 


T lot 
iiti.-n 
Pr.ce 


FeJ 
PHELLEDV 
Sec. Bide. 2-36S6. t 2712 


V/ITHER3EE GARDENS 


Larcc thrt-e b-.'Jroom fnrnc 
*'ifi 


-;;nnc 
Jrcnt 
and 
atMched 
r-racc 


I .P.OO sq 
f: 
foor ^r ict- 
l":i:i: 


roo~i in the kifchcn. Full bi-r'-n.-nt 
Choo -c > our o» n cclor^. 5 1 T.i'tO. 


RANDOLPH DISTRICT 


For.r vf.-r o'd two bedrnom fnrre. 
<"irpcted Inirc room anj two bcd 
ro(^-;iv 
\ rftt- ;'••,: v-i" N- >i*.-d a 


Residential Listings 
Vc nx-cd more Hstinss. let us discuss 
the sale of >our home at the r.shr. 
price >v the neht time. Call as for 
appointment 
7 


"Dick" Kimbali 


C. Johnson 2-"l~l 


. 
. 
hcJ c.ir>k-c V/-'! G I 


r; 
i'ncc JiH ".00 
for $'. 


tseckrr.an neci hs:ate 
70- _Fcd. Sec Bids. 
;--'rij"' 


UXDER~s"lC~000 


r-iCO:: 


3330 SO. 28 « 


rrr-: Near ^r:^T.S.-l-l ^ch 


Countrv Club Di*tr:cS—We arc of- 
fcr:nc thu. 3 >car o!r!_brnX bur.En- 
"I/" S"\9". both ranx-:c<!: mcrt-rn 
kttchcri with ostini: ^r»ncc. Z ^-P^ 


Cnri.t *.nii:hca 


2 
rn-iirr*o"n. 


vear old. 
. 
X7 700 


Ccrrcr 
lot 
_' 
l^cJrr.'— 


i me- 
.13jO So ';^ 
ifs a iv 


home ca*.:lv f-panred. 


C. S. QUICK 3-6728 


UNI PLACE 


.r.Y 


; The Ccmmcnvrealth Co. 
i 
"ten Qnicfc. 
Kfficicct 
Real Fitatc Service 
X 
We Solicit Your Listings 


2-2746 


C W. Jiiatt. Realtor 
TO BUY OR SELL C\LL -X 
Haro'.d H. Ciose 
3-S305 


. . 
TOVEK 
REAL ESTATE 
' 
_ _ 
Want 


l 
A 


V-»C:T: 'els. 2i 
' 


We 


2~626 


In 


2-615S 
r 
X 


BURT 
17 


John M. r»I;!cs Co. 2-2359 


Sli.OO" 
>Voiiid l-.k" 'n contact >OTr 
& inrom** •anfh small nc 
_U1!iri* ^'T* SSI-.. Journal-Star 


" r/ "' " ^ cr ' N'Jrcv"' >r— 
-. t - i r . . , 
r.'i i, r j- 


or Sorac-5 


<; .,„_ ta_ • 


-. 
ii*'^ ai 
<"v*~s. 
ntinjsK"V Kl.T--">11 ^^ ""i—3-t'-<!Tr 
' 
- 
- 
- 
- 


\iitnfTl 
71 i "• ' ^ • 
• * 
' ' 
$*VT,^ 
2-"-J~" d."1^ *• 
^rrrarrr*, jN*-.^j or*. 
_ 
-'i SH1 H7].KKK-".'.*•' ?o 17 — 1 **n3 


j^Tr^rini > 
Jiffni^tJ. 
""^^'X 
, : 
H* I rnnrr1 ?ii^^>Nc ir-w 
l'-C"^0 -c^r^ A- 


CWVE^EOT'DbWNTOWX 
rVv-K:vroxi->^^o i-c- ifc-j.i:. 


L-OCATIOM. N3;.\n UN1YKK5JTY 
f,rr,."> 
C-2' ••- f>r» A •- -«. 2-^2". 
<:ti!lcs»cn Inouirc 7.102 Q 
< • 
div<. 
Simv_2^-O7j. i*n. 
13_ 


_ Centre] Hotel-1S27 O | ^^~M$£?->g$Sf? 
UM. 


allCTidinc <unin;rr 
<-c!if>ol ( 
:\«. to r*'^" 01 suTr''!!" fyr- t 
Hr<ar:rnrTH On- chilrt 
R«-f- . 
S 
ri3 
ATX-.h"^*,. Shrnan- • 
m«s. Willum Monn 
S 


John M. Miles Co. 
'r.-T 
'\l — r 


-14: 


C. S. QUICK ri-^R 


\\T 


Office, Store Buildings 
72 


\_^_jju^.j 4^^*^. 
*^**: _ 
| ^ TrXJ_, r;j,cirrt«- -,icc A ticn 
L1UI- 


VT)(3rr nr~ 
—ia-iacr?^rJTt—Rc>rfm.t « | ^lr^ raid. ?27 '**' 
^2*5 So 10 i^; 


337 NO 14 


D^T.v;c 
JC«:.I!I.T. '^ 


STATE 37EALTY CO C--07;-; 


'."'I * - f ' - • • -e 
.'( " ^r- 


A '!'•>">; f, 
•Vf<-i-.jv, 
i, r 
T »i 


:-. 0- 


• 
1 v-^ - « - , . - - ; 
_- ,-.^ - 
.. .. 


V, • 
>-l 
. , .',.'. .1 ' "•- . --•• 


t r-i-.-~.':*ir— 
— S -' ' 
f 
'., ""-* •'O 
,~^ ' 


]\;.,"f-C" 
V °* 
"^"T't"'' 
'"' ^"~?' 
'~ 
l^^O" 


c: ,4 
^_ 
X 
^ * 


EYAXS & r/v'ANS. 4-2^55 
-'' .' 


• 
' 
^\ ^^ /— '~ V M ^>T * ' 


^ • w'^v.ji V Ir k i 


-T -i ^-r^m--r.id 


c-"-c- *"-v- ~- ,-» 
*t- *^7T ' ^t nr^^-*' 


' ' - i. 
*• - - , , . , - . , , _ 


.". r V 
s— •nod'-"' s, "™" ^'i: • **..*.""CT 
r/T r 
On*.- T 
s.:v v'""'^ 
T-""- *; 
,.- ' ••) 


- \\ r-.!. I li •„•-* 


•••"tl'T 
ncr.v.-czzi'.h Co. 
"': 
&° ™ef ^ 


::;r. K.,-tor ,^c, Strauss Bros. 
' 


2(1 .r.-: >* «v. ^-o-.^-o-c _--,i 


j ." Xo Ji -Of.'icc y.-.'-. J •'). 27i:^ 
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Millionaire Jo Make 
Switch Jo A Woman 


By LEONARD M1LLIMAN 
SAN FRANCISCO (H>) — John 


CabcJl 
(Bunm) 
BredccnridKC, 


50-year-old San Francisco mil- 
lion,lire, snid Tuesday ho is going 
to Denmark in AuRu.st to be 
tunsror ;n e d 
into Catherine 
Obeli. 


Bre c k e n- 


ridgc s;:iiu he 
h a d b e e n 
t h i n k i r. g 
about the op- 
eration lor a 
Jong time and 
311 
ine 
pdbt 


lew m o n t h s 
h;iu m'idc si- 
' 


rangcn-i e n t s 
Breckenridse 


with a Buti.-h 
(AF Wirephoto) 


-surgeon to change him Irom 
man to woman. He declined to 
name .he t.uigeon. 


The long-haired 
millionaire, 


uhoj>e fingernails glisten like 
moiher-of-pearl, said that upon 
his return he is going to many 
"a young man from up North." 
The young man is married and 
has 
four 
children, "whom I 


adore," Breckenridge said, but 
a divorce will solve all that. 


Kis thinking about b e i n g 


changed into a woman, he said, 
was brought to a head by this 
young man. 


"He asked me to do it and I 


said I \\ould,'' Breckenridge said. 
"1 will be entirely a woman. We 
can live as man and wife." 
T h e talked-of m a r r i a g e 


wouldn't be the first for the mil- 
lionaire, scion of one of Cali- 
fornia's oldest families. He was 
married for a year, and has a 
daughter, now 
twice-married 
and 25. 


He identified her as the Com- 
tesse de Bruchard of France. 


He predicted the operation— 


"which could kill me but I don't 
think it will"—would open the 


u <iy for other men with feminine 
inclinations to change sex. 


"But feminine inclination isn't 


sutiicient." Breckenridge said. 
"You must have the physical at- 
hibutes. And doctors have told 
me that I was more feminine i 
than masculine.'' 


Breckinridge said the surgeon | 


would accompany him from £ng- ! 
land to Denmark. He said the | 
doctor has twice had success in 
similar cases. 


"I .should have done it ages 


ago," Breckinridge said. "I have 
the soul of a woman and think 
like a woman." 


His apartment at 1553 Fran- 


cisco Slreet is furnished like a 
woman's. 


Brcclvinridgc is a great grand- 


son of Gen. John C. Breckin- 
ridge. once vice president of the 
United States. He jnheriled his 
wealth from the Shaion for- 
tune. His father was the son of 
L o u i s 
T e v i s 
Breckinridge 
Sharon. 


TODAYS CALENDAR 


Junior 
Lcautic. 
0 iO am, 
C ornhusKcr 


1 lnu I 


J-i.iKiie 
of 
\\omcn 
\otirs, 
10 am., 


CornhuNkcr Hotel. 


Lincoln 
S>mphonv, 
10 JO am, 
Corn- 


hu'.Ur Houl 


Eastnukc ^icn. noon, YWCA 
Hiram Club, non, Y\\ fA. 
t-mtarun Men, noon V\\ CA 
Kt. lion. 
noon. Capital Hottl 


Safelv Committee, noon. Capital Hotel 
Retail Credit, noon. Chamber of Com- 
nuixc 


r>rvt 
Presbyterian, 
noon, 
Chamber 
of 
Comrrtrct 


Sertoma noon. Chamber ol Commerce. 
Student Maff. 5 30 p.m . Y.MCA. 
Luc Y'trs. 6 p m , YU C \ 


°f 
Human Relations, 6 p m , 


Catrudral Hii,h School, G 30 p m . Corn- 
hi">.v<.r Hotel 


Friend Grange, 6 30 p m . Chamber of 
Commerce.m 
Sportsmen's 
Club 7 P m., 


Camera Club. 7 30 p m . Y.MC \ 
N-U'E Au\iliar>. S u m , 'SNVCi 
Lecture. Prof 
Fritz G. Arndt, 
\\ery 
Laboratory, - 1 p m 


General recital for mnior students, So- 


cial Science Auditorium, 
-I 
p m 


Stops Perspiration! Stops Odor! 


Kills Germs that cause odor! 


MIST 98c 


Plus tax 


GOLD'S Toiletries . . . Street Floor 


A new flight in fragrance 
—compietely different! 
You'll discover a dry, 
exotic bouquet.. - 
bom of the perfumer's 
unrestrained imagination. 
Modern, well-bred, 
yet boldly captivating. 
Wear Escapade to shake 
your world a little! 


i 


POTS* Perfumt 
2.00 
Ftttn plvs to 


Toiletries . . . Street Floor 


L L I N C O - L N ' S 


i i 


Shop Wednesday 9:30 to 5:30 


Let's Make Every-day 


Lincoln's Busy 


Department Stor» 


The Popular PROCTOR 


Iron Table 


With Pod and Cover 


Usually 
15.95 
1395 


Completely adjustable hi-Io ironing table. All metal. 
Adjusts to sitting and standing heights. 
Plenty of 


knee room. 


Cord- 
minder 


Proctor Steam 
~|Cfe56 


Iron, Only 
M-*J 


COLO'S HotiseMares . . . Third .-loor 


The New Refrigerator Accessory 
Ice Crush Tray 


Twist Tray /or 


CRUSHED ICE! 
i 


This new convenience free/es 60 slim ice wafers. 
Then, a twist or tivo of the flexible polyethylene tray 
and out tumbles crushed ice for dozens of uses. 


GOLD'S Houses ares ..Third Floor 


Usually 5.98 Hardwood 


CARVING BLATTER 


nutritious juices 


• Doulilr iccll anil tree 


Stainless steel pronss! 


Here's the cas> May to carve the roast, fowl or barbe- 
cue and sa\r the nutritious m«\il juices Hard-seasoned 
maple with a natural finish. 
1C inches wide. 21 inches 


lone. 


,I)"S House-wares — Third Floor 


Westinghouse 


Uoasler Oven 


Modern •nay lo cook. <"l<van 
rfficirnJ, automatic. 
Cooks 


mraH for 5 or 30. 
mrat«. hakr^ pics. 


Cool>< •whole mrals 


oner. 


Ail Metal 


Window Sfielf 


»hitc 
s~m 


l.namrl 
m 


Handsome, 
handj. 
pcrfrcl 


for ever* room in the hon-«r 
23 ins. lone, f in*. \vid«. 
bla<l« vroacnt iron 
fram" 


«.«'Jjn > 
. tliltvl I t 


Appliance Gifts 


to make her work easier . . . 


Sunbeam SKILLET 


with the automatic dial 


Cooks right 


al the table 24 


Simply get dial for controlled lieat for cooking 
bacon, eggs, etc. They'll be cooked to perfection 
every time. Completely automatic. Can be put 
into water up to the control dial. Safe to set on 
table. 


See Demonstration 


GOLD'S Housewares ... Third Floor 


Bed or TV 


FoId-A-Tray 


Metal 
Frame 


Mother will appreciate the practical fold- 
ing tray . . 
metal with metal frame 


Ideal for use as a bed tray or TV 


GOLD'S Housewares . - Third Floor 


N General Electric 


Steam Iron 


2 Irons 
in one.. 
1795 


She can do the laundry without sprinkling. 
Press woolens without a damp press cloth! 


GOLD'S Houseuares ... Third Floor 


See Demonstration 


No Jiggle 


No Juggle 


Set n] 1 lra\f 
icith Harks 
11 


•^hf'U find' hundred* of 
-DSTS for 


ittraotm- 
Hjrhtwricht lap-li?ht Cal-Pafc 


'rays. 
Fold flat for storace, 


*> Junit>0 


Sizr 


Third Floor 


Earh 


GOI.O'S 


For Fancy Cookies 


. .. and Pastries 


Mirro Aluminum 
Cook and 


Pastry Press 


95 
Complete 


Set 
2 


Press holds enough 
dough to make up 
to 80 cookies with- 
out 
refilling. 
It's 


easy to use, just fol- 
low the simple in- 
structions, to make 
professional looking 
cookies, pastries. 


Aluminum 


Cooking Sheet 


For 
perfect 
baking 


quick clean-up 
1514x12" 


and 
]00 


* Guaranteed by 
f~ 


Good Housekeeping 


GOLD'S Housewares . . . Third Floor 


For her kitchen knives 


Electric liiiife 


by Handy Hannah 9 


• Easily Operated • No Adjustments 
Merely draw knife through slot a few times 
to renew factory sharp cutting edge. Sharp- 
ens any blade from finest hollow-ground 
carving: knife to paring knife. 


GOLD'S Housewares.. Third Floor 


For her weary feet • 


Electric Foot Vibrator 


6v Handy Hannah 
7 


Relieves tired, aching foot muscles, stimulates 
blood 
circulation 
improves 
muscle 
tone. 


Enamel finish, on-off switch. 6 ft. cord. AC 
only 


i 


GOLD'S Housewares.. Third Floor 


A Real Time Saver 


Electric Hair Drver 


li~\ Handy Hannah 


You'll find dozens of uses for this licht- 
weisht hair dr>er. 
Two switches make it 


easy to turn on and off, and rcjrulatc a blast 
of hot or cold air. 


GOLD'S Houscw ares... Third Floor 


-HERE'S A REMINDER- 


RUSH lour FLRS To 


Safe Storage Away From 
Damaging Summer Heat 


Phone Yoir 2-1211 


We Give 
Green Stamps 


